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Preface 


This publication is a guide for using the local or remote IBM 3704 Communications 
Controller control panel. It primarily describes the functions and uses of the 3704 

panel controls. It provides information for the systems programmer, the systems engineer, 
the customer engineer and the programming service representative with a knowledge of 
the internal operation of the local or remote 3704 and a need to use either control 

panel for normal operation, testing, or diagnostics. 


For the operator, an /BM 3704 Operator Reference Summary is provided with this 
manual to be used as an easy reference for preparing the 3704 for operation and for 
handling basic error conditions. 


This manual is divided into five sections and five appendixes. 


Section 1 describes the general capabilities of the 3704 control panel and how to use 
the panel. 


Section 2 describes the basic and advanced program-independent control panel 
procedures for the 3704. 


Section 3 describes the 3704 control pane! procedures used with the Emulation Program. 
The EP will not run in the remote 3704 Communications Controller. 


Section 4 describes the 3704 control panel procedures used with the Network Control 
Program. The term NCP 3 is used throughout the manual when referring to Version 3 
of the Network Control Program. NCP 2 is used when referring to Version 2. 


Section 5 is an alphabetical list of the 3704 panel controls that summarizes their 
functions and provides a cross-reference to the applicable procedures. 


The appendixes provide supplementary information to execute and interpret certain 
of the control panel procedures. Appendix E contains error recovery procedures that 
may be used at your option as an aid for determining the cause of an error condition 
before calling your service representative. 


A special feature of the manual is a foldout diagram of the 3704 control panel (Appendix 
D). The diagram is divided into areas, each of which has a number. Throughout the 
book, references to a specific panel control are keyed to the section of the diagram 
where that control is located. For ease of reference, the diagram can be folded out to 

be seen with any other page of the manual. 


Prerequisite Publication: 


Introduction to the 1BM 3704 and 3705 Communications Controllers, GA27-3051 


Related Publications: 
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SUMMARY OF AMENDMENTS 


Summary of Amendments 
for GA27-3086-1 


vill 


This revision updates the publication as follows: 
e TNL GN27-3133 has been incorporated. 


@ Four new procedures have been added: an Initial Program Load (IPL) procedure 
for the remote 3704, and three procedures to be used with the EP portion of PEP 
with NCP 3 - Activating the Line Trace, Deactivating the Line Trace and an 
Activating/Deactivating the Line Trace procedure. For NCP 3, new test commands | 
have been added to the Line Test (Panel Test) procedure and the line test control 
block has been updated. 


e Updates have been made to procedures where applicable for remote controller 
operation. 


e Updates have been made to Modem Tests 2, 3, and 4 with NCP 3 for synchronous 
data link control (SDLC) operation. 


e All cross references have been updated. 
A technical change or addition to existing page is indicated by a vertical line to the 
left of the change. 
The following pages have been added: 
2-12 - 2-15 
4-16 - 4-18 


Section 1: 


Introduction 


This manual contains the information you need to use the facilities of the local or remote 
IBM 3704 Communications Controller control panel as well as a description of all the 
panel controls and their functions. 


The 3704 is a program-controlled communications controller that performs a wide range 
of functions and takes over many responsibilities that were once allocated to the access 
method. Both the hardware and the control program allow a high degree of flexibility in 
configuring the 3704 to meet the particular requirements of most teleprocessing installa- 
tions. This flexibility extends to the control panel, for in many cases, the control program 
determines what happens when you press a certain push button switch (hereafter called 
push buttons). These are program-dependent functions that are executed by both the 
hardware and the particular control program resident in controller storage. In this manual, 
the program-dependent functions are in Sections 3 and 4. The program-independent 
functions (functions that are executed by the hardware alone) are in Section 2. 


One IBM-supplied control program, the Emulation Program (EP), makes the controller 
perform most of the functions of an IBM 2701 Data Adapter Unit, an IBM 2702 
Transmission Control, or an IBM 2703 Transmission Control and is designed to make the 
change-over from a 2701, 2702, or 2703 to a 3704 easier. To the access method in the 
host processor (the computer to which the 3704 is attached), a 3704 with the Emulation 
Program appears to be a 2701, 2702, or 2703. The messages printed out on the system 
console, for example, are the same for the 3704 as for one of those transmission control 
units. The Emulation Program supports several 3704 control panel functions such as 
dynamic displays, line trace, and a diagnostic line test procedure. The EP will not run in 
the remote 3704 Communications Controller. 


The second IBM-supplied control program, the Network Control Program (NCP), sup- 
ports several 3704 control panel functions including dynamic displays, the operator- 
control shutdown feature, and address trace. A feature of the Network Control Program 
is the Partitioned Emulation Programming (PEP) extension. The PEP extension allows 
you to run some communication lines in network control mode while concurrently 
running others in emulation mode. Ina PEP environment, most of the panel procedures 
available for the Emulation Program are supported in addition to those available for the 
NCP. The Network Control Program with the PEP extension will not run in the remote 
3704 Communications Controller. The term NCP 3 is used throughout the manual when 
referring to Version 3 of the Network Control Program. NCP 2 is used when referring to 
Version 2. 


This manual describes procedures performed at the system console only when they are 
not related to an access method. These include primarily the procedures for loading the 
control program into the local or remote 3704 Communications Controller. Host operat- 
ing procedures that are related to the access method support for the 3704 are described 
in the applicable access method publication. 


In the following four sections are the procedures for operating the controller both under 
normal operating conditions and in diagnostic mode. Section 5 describes each panel 
control, its function, and the procedures in which it is used. The appendixes give 
additional information relating to certain procedures or to the use of certain panel 
controls. At your option, you may use Appendix E - Error Recovery Procedures - as an 
aid for determining the cause of an error condition before calling your service 
representative. 


For additional introductory information about the local or remote IBM 3704 Communi- 
cations Controller, refer to the 3704 and 3705 /ntroduction manual. 
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Section 2: 3704 Program- 
Independent Control! Panel 
Procedures 


This section describes the procedures you can execute at the 3704 control panel, regard- 
less of the control program resident in the controller. The procedures are organized in 
two groups. The first group includes the basic procedures that you will use most often. 
The second group consists of advanced operating procedures that are normally used by 
an experienced programmer or service representative who is familiar with the system 
configuration and application. 


Each procedure is described in flowchart form, showing the actions you should take. 
The 3704 responses to your action as well as explanatory notes and additional informa- 
tion are located in the margins. 


At the bottom of the page for each procedure is a list of the control panel push buttons 
and lights used in that procedure. The number after each one is a key to the section of 
the control panel diagram (Appendix D) where that push button or light is located. The 
diagram folds out so that you can look at it with any other page of the manual. The key 
should help you locate the controls easily if you are unfamiliar with the panel. 


The remote 3704 control panel is identical to the local 3704 control panel except that it 
does not have the CHANNEL INTERFACE. push buttons and lights and the LOCAL 
POWER and REMOTE POWER push buttons. 


Each push button on the contro! panel responds with an audio signal when it is pressed. 
The tone is to inform you that the push button has been activated and can be heard as 
long as it is pressed 


PROGRAM-INDEPENDENT , 
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basic 3704 Control Panel 
Procedures 


The following procedures are ones used most frequently during normal 3704 operation. 
They are primarily those procedures needed to start and stop the 3704, make the control 
panel active, and enable or disable the channel interface. They also include procedures 
for correcting certain error conditions. . 


The 3704-related procedures in the host access method are not described here. Refer to 
the operator’s or user’s guide for the access method under which you are running for a 
description of these procedures. 


The remote 3704 requires a remote program loader in place of a channel adapter; there- 
fore, any procedure which enables or disables the channel interface does not apply to 
remote operation. 


The 3704-related procedures in the host access method are not described here. Refer to 
the operator’s or user’s guide for the access method under which you are running for a 
description of these procedures. 
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Preparing The 3704 


Execute these procedures in the order shown. When the sequence is complete, the 3704 
is ready for normal operation. 


START 















TURN 
POWER ON 
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ACTIVATE THE 
CONTROL PANEL 


ENABLE CHANNEL 
INTERFACE (S) 











Power must be on in the host processor 
by this point. 





4 
This step is not required for the remote , 
3704. en 


PAGE 2-10/2-12 


LOAD THE 
CONTROL PROGRAM 


BEGIN NORMAL 
OPERATION 
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| Turning Power On* 


Use this procedure to turn power on when the LOCAL POWER push button is activated. 


*The remote 3704 does not have 
the REMOTE POWER or LOCAL 
POWER push buttons. The only 
way to turn power on at the re- 
mote is by pressing POWER ON. 


PRESS LOCAL 
POWER 

PRESS POWER 
ON 


The indicator on the POWER ON push button a WAIT UNTIL THE 
comes on when the power-on sequence is complete ! POWER ON INDICATOR 
- COMES ON 


Use this procedure to turn power on when the REMOTE 
POWER push button is activated. 


. : 7 
Power comes on automatically when CPU power is turned on. - — — — — 
. J 


The indicator on the POWER ON push button comes | WAIT UNTIL THE 
on when the power-on sequence iscomplete. = = b ~ 777777 POWER ON INDICATOR 
, COMES ON 





LOCAL POWER push button ® 


POWER ON push button 
REMOTE POWER push button ® 
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Turning Power Off 


2-6 


Always disable all channel interfaces before pressing POWER OFF. 


START 
















a PAGE 2-8 
This step is required only when the b 
control panel is inactive. \ ACTIVATE THE 
CONTROL PANEL 


Jj 






in 
This ensures power down without inter-{ 






ference to the host processor. ae Syne ee ge, ee we pare DISABLE THE 
[eee ie CHANNEL INTERFACE 
| 
| 
a | 
These steps are not required for the a eer ee J 
remote 3704. 
4 
{ WAIT UNTIL THE 
; _ CHANNEL INTERFACE 


ENABLED LIGHT 
GOES OFF 


If the LOCAL POWER push button is 71 
active on the local 3704 control panel, 
power can be turned off only at the | 
3704, If the REMOTE POWER push [Seite Gs oe ae | 
button is active, power can be turned I 
off either at the 3704 or when the host! 
processor is powered down. 4 


PRESS POWER OFF 


CHANNEL INTERFACE ENABLED light 2) 
LOCAL POWER push button 

POWER OFF push button 

REMOTE POWER push button ® 

WAIT light @ 





Resetting A Power Check 






When a power check occurs, a power off sequence is initiated and the POWER CHECK 
light comes on. Try to reset the check by executing this procedure. 


Note: An abnormal power off sequence sets the LOCAL POWER push button to the 
active state. 









1S THE 

POWER CHECK | the check was probably due 

! to thermal conditions. A 
thermal check can be 
corrected only by your 


| Service representative. 






PREPARE THE 
3704 FOR 
OPERATION 









Tf the power check recurs 
eae or 4 frequently, even though 
you can reset it, you should 
notify your service repre- 


i sentative of the problem. 





DOES THE 
POWER CHECK 
RECUR 







CALL HARDWARE 
SERVICE 
REPRESENTATIVE 










CONTINUE 
NORMAL 
OPERATION 








POWER CHECK light @ 
POWER OFF push button ® 
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Activating/Deactivating 
The Control Panel 


To Activate The Panel 


To Deactivate The Panel 


28 


When the 3704 is powered on, the control panel is inactive. In this state, only the 
following push buttons are effective: POWER ON, POWER OFF, LOCAL POWER, 
PANEL ON/OFF, and REMOTE POWER. The POWER ON push button is effective 

only if the 3704 is on local power. When the panel is inactive, the 3704 operates as if 

the MODE SELECT—PROCESS, the DIAGNOSTIC CONTROL—PROCESS, and the 
DISPLAY SELECT—STATUS push buttons were activated. When the control panel be- 
comes active, the FUNCTION SELECT—STORAGE ADDRESS and the HEXADECIMAL 
DISPLAY CONTROL—SINGLE DIGIT MODE push buttons are automatically 


activated. 
START 


PANEL ON/OFF 
INDICATOR 













“ 
When the indicator on the PANEL ON/OFF |! 
push button comes on, the controi panel is +----—-----—-- 
active, I 


PRESS PANEL 
ON/OFF 


PANEL ON/OFF 
INDICATOR 


See the Lamp Test 
procedure (2-12) 
for the actions 
required. 


PRESS PANEL 
ON/OFF 










When the indicator on the PANEL ON/OFF | 
push button goes off, the control panel is lee ententeietnteeieniens 
\ 


inactive. J 


PANEL ON/OFF push button ® 





Enabling/Disabling The 
Channel Interface 
| (Local only) 


A channel interface must be enabled to allow the focal 3704 to communicate with the host 
processor. If the two channel switch feature is installed, only one channel interface can 
be enabled. The interface (s) should be disabled before normal power off. On abnormal 
power off, the interfaces are automatically disabled. 


If the control program is inoperative due to a storage test pattern or if 


an error stop has occurred, press the DIAGNOSTIC CONTROL— 
PROCESS push button then the RESET, and LOAD push buttons 
before enabling the interface. 


This step is required only when the " 
control panel is inactive. 


Cetin Tie Re ee 


_ 


When the CHANNEL INTERFACE-A 
(or B, if installed) ENABLE/DISABLE 
push button is pressed, the indicator on 
that push button represents the state of 
the push button, not the state of the 
interface. 


When the CHANNEL INTERFACE-A 
(or B) ENABLED light comes on, inter- 
face A (or B) is enabied. When the 
CHANNEL INTERFACE-A (or B) 
ENABLED light goes off, interface A 
(or B) is disabled. 


4 





ENABLE/DISA 


PROGRAM- 


CHANNEL INTERFACE 


ENABLED lights 2] 


CHANNEL INTERFACE 


START 
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ACTIVATE THE 
CONTROL PANEL 


PRESS THE CHANNEL 
INTERFACE-A (OR B) 
ENABLE/DISABLE PUSH 
BUTTON TO ENABLE 
OR DISABLE THE 
CHANNEL 





BLE push buttons 2) 


INDEPENDENT 


CONTROL PANEL PROCEDURES 2-9 


Initial Program 
Load (IPL) 
(Local only) 
(Part 1 of 2) 


LOAD push button @ 


. RESET push button ® 
TEST light 


2-10 





Use this procedure to load the control program across the channel into the local 1BM 3704. 


Do not press the LOAD push button while subchannels are in operation 
under the Emulation Program. 


If the control program is inoperative due to a program stop, press the 


RESET then LOAD push buttons. 
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ACTIVATE THE 
CONTROL PANEL 





r 
' This step is required only when 
; the control panel is inactive. 


ARE YOU YES 
«RELOADING AFTER AN 
ERROR STOP 
PRESS RESET 
NO 
NO 


2-10 <CHANNEL INTERFACE 


(co) ENABLED 


: { 


YES ENABLE INTERFACE 
| The TEST light and the indicator on the 
PRESS LOAD >> ---~------ — LOAD push button come on when IPL 
| is initiated. 


I See the Emulation Program Generation 
START THE | and Utilities Manual or the Network 
LOADER PROGRAM [77777777 1 Control Program Generation and Utilities 


Manual for details about the loader 









| program. 
oN 
a NO a The test routine is specified in the 
~ J 
Dee Keune ~~! utility control statement (LOAD) of 
i the loader program. 
YES 
2-11 2-11 


Initial Program 
Load (IPL) 

| (Local only) 
(Part 2 of 2) 


2-11 


\f an error is detected during 7 


initial test, the 3704 comes to pt. —~—_ 
a hard stop and error codes are | 
displayed in DISPLAY A and | 


DISPLAY B on the 3704 2-11 


paneh 4 G YES 


See the Emulation Program ef 
Generation and Utilities Man- 
ual or the Network Control | 
Program Generation and j 
Utilities Manual for an ex- l 
planation of the error 
messages and the action you 
should take. 






INITIAL TEST 
RUN SUCCESSFULLY 









RECORD CHECK AND 
STATUS INFORMATION 
FROM DISPLAY A 

AND DISPLAY B 









CALL HARDWARE 
SERVICE 
REPRESENTATIVE 









WERE THERE ERRORS 

tt ope iN LOADING 
THE CONTROL 

PROGRAM 






If the program is loaded NO 


successfully, the indicator 
on the LOAD push button 
goes off. 


CAN YOU CORRECT 


CORRECT THE ERROR 


bos eeeceee --; 


APPENDIX E 


REFER TO ERROR 
RECOVERY 
CHECKLIST 










CALL HARDWARE 
SERVICE 
REPRESENTATIVE 







2-10 





DISPLAY B 


DISPLAY A & 
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Initial Program 
Load (IPL) 
(Remote only) 
(Part 1 of 4) 






2-12 


DISPLAY SELECT CONTROL push buttons @B 
FUNCTION SELECT push buttons 
HEXADECIMAL READOUT DISPLAYS © 
LOAD push button 


Use this procedure to load the control program across the channel and through the local 


controller into the remote IBM 3704. 


START 


PAGE 2-8 


| ace2s 7 
ACTIVATETHE ;—————— 
CONTROL PANEL L 


2-12 
PRESS DISPLAY 
& SELECT - DISPLAY 


REGISTER 1 AND 2 














STORAGE NO 


DUMP 
DESIRED 





SET HEXADECIMAL 
READOUT DISPLAYS 
B THROUGH E TO 
X‘BBBB’ 


| This step is not required if the control 
panel is already active. 


T This setting will allow the display of 

; the first line of information (not 

| invoked) in Table D in this procedure. 

Lu 

r 

t If a storage dump is requested, the initial 

| test program is bypassed and the contents 
of the storage areas are preserved. After 

| the dump program is executed, Load 

L Program 2 (LPG2) is given control. 


c This function allows LPG2 to stop on all 


PRESS FUNCTION LHe ~~ 
SELECT -6 L LPG2 errors. 


PRESS LOAD po 











HAS 





THE 3704 YES 
HARD-STOPPED 
NO 
2-13 


the following programs are involved in 

initial program load: the ROS bootstrap 
program, Load Program 1 (LPG1), and 
Load Program 2 (LPG2). LPG2 controls 
the loading of the contro! program. 


X'FCXX’' in DISPLAY A indicates LPG2 


During LPG2 execution, you may use 
the panel display (see Table D) to see 
certain LPG2 information. 


=e 4 
| 
l 
{ 
1 
] 
| execution. See Table A for XX values. 
1 
! 
! 
L 


- At this point, the contro! program is 


ts loaded from the host. 


Initial Program 
Load (IPL) 
(Remote only) 
(Part 2 of 4) 


2-13 2-13 


- 
| X‘FCXX’ in DISPLAY A indicates 
— ee — —! LPG2 was executing. Refer to Table 


NO tA for XX values, 


WERE THERE YES 
ANY ERRORS LOADING yes 
<_ OR DUMPING THE 
CONTROL PROGRAM 


RECORD ERROR CODES | 
FROM DISPLAY A AND 
DISPLAY B AND CALL 
IBM SERVICE 


REPRESENTATIVE 





During the execution of the load step, 
program errors can occur in any one of 
the participating programs. When an 
error occurs in programs other than 
LPG2, call the IBM service representa- 
tive. 


CHECK ERROR 
CODE IN 
DISPLAY B 





/ { See the Network Control Program * ; When LPG2 incurs an error, it posts 
Generation and Utilities Manual for \, the error code in DISPLAY B. Refer 


an explanation of the error messages to Table B and/or Table C on the 
and the action you should take. following page to analyze the error 


icondition. 


/ 
f--~+ 


| if the program was loaded or dumped 
pavesesstully, the LOAD light goes off. 






CAN YOU 
CORRECT THE 
ERROR 


NO 






APPENDIX E 


SEE ERROR 


YES 


CORRECT RECOVERY 
THE ERROR CHECKLIST 


2-12 
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Initial Program 
Load (IPL) 
(Remote only) 
(Part 3 of 4) 


X‘FCXX’ in DISPLAY A indicates LPG2 execution. Values for XX - the IPL sequence 
indicator - are shown in Table A. These codes indicate the progress of the IPL procedure. 


Table A - IPL Sequence Indications 


Sequence Descriptions 

Indicator 

a 
ee 
ee 


















PIU received, response not yet transmitted 


High 8K of storage is in from disk 
Type 2 Scanner indicator 


Table B describes the error codes that cause LPG2 to unconditionally hardstop. Table 
C describes the LPG2 abend codes for errors that cause LPG2 to automatically reload 
itself. If FUNCTION SELECT - 6 has been activated, these errors cause a hard stop 
rather than an automatic re-IPL. 


Table B - LPG2 Error Codes 
(conditions causing Table C - LPG2 Abend Codes. 
unconditional hardstops) (conditions causing re-IPL) 


30F0O No SDLC lines defined as 
active in CDS* 





X'3FO1’ No lines active (enable failed or trans- 
mit initial failed). 


X‘3FO2’ SDRM (set disconnect response mode) 
received while monitoring one line. 
LPG2 re-IPLs to monitor all CDS lines, 

X'3F03’ 

X‘3F04' Timer expiration. User-specified in- 
active interval has expired. 

X'3F 10’ SIM (set initialization mode) received 
during the load or dump state. 


*If the Netowrk Control Program was running and 
FUNCTION SELECT - 1 is activated, the NCP abend 
code is displayed in DISPLAY B if an abend occurred. 






Type 1 Scanner failed to 
enable, hardware error 
or CDS definition error 


30F2 CDS invalid 


*CDS is the remote IPL configuration 
data set, \t is defined as part of the 
3704 installation procedure. 



















SNRM (set normal response mode) 
received while monitoring one line 
and load final not yet received. LPG2 
re-|[PLs to monitor all lines. 
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Initial Program Load (IPL) 
(Remote Only) 
(Part 4 of 4) 


Table D describes the LPG2 panel displays. These displays may be used during LPG2 
execution to display certain LPG2 information. 


Table D - LPG2 Control Panel Displays 
Always press INTERRUPT after pressing the FUNCTION SELECT push button. 


FUNCTION SELECT HE XADEC!IMAL READOUT DISPLAYS 
push buttons B CODE DISPLAY A |DISPLAY B 


Not invoked. Do not Unused FC X XjO0 X XK X 
press INTERRUPT (See Table | last line 

A for XX address 

values) (after hard- 
ware interrupt) 




































STORAGE ADDRESS Address 


entered 


Address of storage !ocation Contents of 











REGISTER ADDRESS RO R O 


R = register desired 












Abend Code 
(see Table C) 


Status 
i 0 Os 
(see Note) 


Unused 


























QO X XK X 
line 
address 





SCF /PDF LCE/PDF DS 


leads 


quest | Tabie 


O X X X Receive Transmit 





























line SDLC SDLC 
address Address Address 
Character Character 
Control Control 
Character Character 







Contents 
current of 
PIU 








Displace- 
ment into 
PIU 


5 Receive # 0 Displacement 
Transmit = 0 


Forces the not-invoked display state and causes LPG2 to 
hardstop if a Table C condition occurs. 





Note: For status in FUNCTION SELECT - 1: i = IPL information from register X’6B’ 
(see the 3704 and 3705 Principles of 
Operation manual for information on 
register X’6B’') 
s = four bits indicating which CDS line to use 
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Lamp Test 


2-16 





This procedure may be used to verify that most of the control panel lights are working 
properly. The hexadecimal display indicators in readout displays B,C, D, and E 

must be checked independently. You can test them by entering EEEE and then 1111. 
This activates all of the LED segments. 


This procedure does not affect normal 3704 operation. 


PAGE 2-8 


q this step is not required if the control 
ACTIVATE CONTROL ypanel is already active. 
PANEL 


fNote any defective LEDs (Light Emit- 
jting Diode). The lights are on only 
Las long as the push button is pressed. 


PRESS AND HOLD 


LAMP TEST 


RELEASE 4 Replace any defective LEDs using the 
LAMP TEST procedure on page 2-17. 


LAMP TEST push button @ 





Replacing A Light 
Emitting Diode 


The following procedure is used to open the display panel and replace a defective Light 
Emitting Diode (LED). 


Note: 


If one of the hexadecimal display LEDs is defective, you must call your service 


representative for replacement. 


(a) 


(b) 


(c) 


(d) 
(e) 


Remove the face plate. 
Pull from the bottom and lift off. 
Open the display panel. 


At the top of the display panel loosen the knurled knob and lay the panel down. 
It will pivot at the bottom. 


Replace the defective Light Emitting Diode (LED). 


LEDs marked “‘spare”’ are located behind the display panel in the lower right 
quadrant. The LEDs plug into receptacles in the panel base. Remove the defec- 
tive LED and replace it with one of the spares. 


Be careful to insert the replacement LED in the proper direction. Replacement 
instructions are printed on the inside of the display panel. 


Close the display panel and tighten the knurled knob. 


Replace the face plate by placing the top in position first and then snapping the 
bottom in place. 
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Displaying 3704 Status 


2-18 


The 3704 normally operates with the control panel in the STATUS display state. If the 
control panel is in another display state, activate the STATUS state to see the status at 
that point of the procedure; then return to your original procedure. When a CCU CHECK 
or another check appears, record the error and status, and try to correct the error. If you 
are unable to correct the conditions, record the status and check conditions displayed in 
DISPLAY A and DISPLAY B. Give this information to your service representative. 


START 





PRESS DISPLAY 
SELECT-STATUS 





RECORD THE CHECK 
AND STATUS 
CONDITIONS IN 
DISPLAY A AND 
DISPLAY B 







DISPLAY A © 
DISPLAY B & 


DISPLAY SELECT CONTROL @ 
push buttons. 





Resetting A CCU Check 


When the CCU CHECK light comes on, try to reset the check by executing this 


procedure. 


START 


RECORD CCU CHECK 
AND STATUS 
CONDITIONS FROM 
DISPLAY A AND 
DISPLAY B 







PAGE 2 


ACTIVATE CONTROL 
PANEL 


DISABLE CHANNEL 
INTERFACE 


PRESS CCU 
CHECK RESET 


iti 


( 


OFF 


PAGE 2-10/2-12 


IPL 


| If the control panel is inactive, DISPLAY 
; Aand DISPLAY B automatically display 

a a a es Stes ~ CCU check and status indications. Other- 
' wise, DISPLAY SELECT—STATUS must 
ibe active. 


[ This step is not required if the control 


| Panel is already active. 


poe ee me eh g Le J This step is not required for the remote 


| 3704. 
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PERFORM STORAGE 
SCAN 


ON 


YES ERROR STOP 






NO 





IS ERROR 
CORRECTABLE 


YES 


MAKE NECESSARY 
CORRECTIONS 


PAGE 2-10/2-12 
IPL 


= 
If the check condition recurs, save all 
error and status information and call ~-— 
your hardware service representative. 3 


CCU CHECK light @® 
CCU CHECK RESET push button ® 


DISPLAY A 


DISPLAY B @ 
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Advanced 3704 
Control Panel Procedures 


For the following procedures to be useful, you need some knowledge of the internal 
operation of the 3704. If you have need for any of these procedures, you may want to 
refer to the 3704 and 3705 Principles of Operation manual for details. 
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Instruction Step 


MODE SELECT push buttons 






START push button@ 


TEST tight @ 





2-22 


This procedure should be used only when the 3704 is offline. Instruction Step mode 
changes the program interrupt priorities and can cause character overrun on the com- 
munication tines. 

To begin instruction stepping at a specified address either: (1) do a Store Address 
Compare operation (page 2-29) or (2) do a Load Address Compare operation (page 2-30) 


at the specified address. (In either case, MODE SELECT—ADDRESS COMPARE PRG 
STOP should be activated.) Then switch to the instruction step procedure. 


START 


PAGE 238 


ACTIVATE CONTROL 
PANEL 


DISABLE CHANNEL 
INTERFACE 













7 
This step is not required if the control i 


panel is.already active. 


a 





STOP CONTROLLER 
AT THE DESIRED 
STARTING ADDRESS 


See the explanation above for stopping | 
the controller at a specified address. 1 


7” PRESS MODE SELECT— 
The TEST light comes on, [7 7 > TT INSTRUCTION STEP 
| 


PRESS AND RELEASE 
START 


—~“t 
The 3704 executes one instruction. Fe = — -—— =~ ar 
J 


EXECUTE ANOTHER 
INSTRUCTION 


PRESS MODE SELECT— 
PROCESS 


PRESS START 


PAGE 2-9 
ENABLE CHANNEL 
INTERFACE 

PAGE 28 
DEACTIVATE THE 
CONTROL PANEL 


ay 
The TEST light goes off. K-——-—--—— — ——— ———-—-- = 
= 










Character Entry— 
Single Digit Mode 


Single digit mode allows you to enter a character in one of the hexadecimal! readout 
displays by pressing the appropriate hexadecimal character push buttons (‘O’ through 
'F’), and then pressing the desired hexadecimal readout displays (B, C, D, or E). The 
hexadecimal character entered is displayed in the readout display position of the push 
button that was pressed. Characters can be entered in any order. 


You can enter from one to four hexadecimal characters. Enter register addresses in 
readout positions B and D; enter storage addresses, storage data, or register data in read- 
out positions B, C, D, and E. 


START 
ri the PANEL ON/OFF indicator on the 


) PANEL ON/OFF push button is on, 
\ the contro! panel is active. 






PANEL ON/OFF 
INDICATOR 







PAGE 28 T When the control panel becomes active, 
ACTIVATE THE 9 [7777777777 the SINGLE DIGIT MODE push button 
CONTROL PANEL Lis automatically activated. 

PRESS SINGLE 
DIGIT MODE 


SAME CHARACTER 


PRESS THE DESIRED 
HEXADECIMAL 
KEYBOARD 
CHARACTER 










PRESS THE DESIRED 
HEXADECIMAL 
READOUT DISPLAY 
B,C,D,ORE 






MORE CHARACTERS 





RETURN TO THE 


CALLING 
PROCEDURE 










HEXADECIMAL KEYBOARD © 
HEXADECIMAL READOUT pispLavs@ 





PANEL ON/OFF push button 
SINGLE DIGIT MODE push button 


Oo 
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Character Entry— 

Serial Digit Mode 
Serial digit mode allows you to quickly enter four hexadecimal characters into the read- 
out displays. The characters shift automatically from right to left as they are entered in 
the hexadecimal! readout displays (from position ‘E’ to ‘D’ to ‘C’ to ‘B’). If you enter 
more than four characters, only the last four are retained in the readout displays. Register 
addresses, storage addresses, and data are all entered in this mode. 


PAGE 238 


This step is not required if the control ae ACTIVATE 
panel is already active. J CONTROL PANEL 


PRESS SERIAL 
DIGIT MODE 


and D. For example, to enter register 
address X‘5C’ in serial digit mode, you 
would enter 5xCx on the hexadecimal ENTER THE FOUR 
keyboard, where the value of x is insigni- L HEXADECIMAL 
ficant. Enter storage addresses, storage | CHARACTERS 
data, or register data in positions B, C, D, 
and E, The characters entered are dis- 
played in Byte 0 and Byte 1 of the 
hexadecimal readout displays. 


; 7V 

Enter register addresses in displays B { 
{ 

t 

H 

I 


| pens 


RETURN TO THE 
CALLING 
PROCEDURE 





HEXADECIMAL KEYBOARD © 


HEXADECIMAL READOUT © 
DISPLAYS 

SERIAL DIGIT MODE 

push button 
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Set Address or 
Display for Registers 


Fcxuriony Use care in displaying any register other than the general registers 

} CAUTION { (00-1F). Displaying an external register may affect normal operation 
and cause a CCU check. It is a good procedure to have the 3704 ina 
stop mode or offline. 


START 


PAGE 238 


ACTIVATE £L_~u~—-_-—_-~ This step is not required if the control 


panel is already active, 
CONTROL PANEL 


PRESS FUNCTION 
SELECT—REGISTER 
ADDRESS 


ENTER THE REGISTER 
ADDRESS IN HEXA- a Use single digit mode (page 2-22) or 


DECIMAL READOUT ,_ serial digit mode (page 2-23). 
DISPLAYS B AND D 





PRESS SET 
ADDRESS OR 
DISPLAY 





@ DISPLAY A, Byte 0, bits 0-3, and 
Byte 1, bits 0-3 = the contents of 
hexadecimal readout displays B and 
D. All other bits in DISPLAY A are 0. 


PRESS DISPLAY 
SELECT—DISPLAY 
REGISTER 1 


AND 2 e DISPLAY B= the contents of the 
register. If the register address is 
incorrect or unassigned, DISPLAY 


B contains all zeros. 








HEX DISPLAY ed 


DESIRED 


PRESS DISPLAY B el tees ih The register contents are displayed in 
TO HEX L. hex in displays B, C, D, and E. 


PAGE 2-8 r Do not deactivate the contro! panel if 


_j you are using this procedure to set an 
DEACTIVATE THE | address for a store register operation 


| 
L. (page 2-26). 
















DISPLAY A o 


DISPLAY B 


DISPLAY SELECT CONTROL @ 
push buttons 


DISPLAY B TO HEX@ 
push button 


FUNCTION SELECT 4 | 
push buttons 


HE XADECIMAL READOUT @® 
DISPLAYS 


SET ADDRESS OR DIsPLAY@ 
push button 


CONTROL PANEL 
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Storing Data 
in a Register 


You can change data in any valid register; however, changing data in 
registers may affect normal program operation and destroy data. 
Pressing STOP while data is being transferred over the communication 
lines can cause character overrun/underrun errors. 


START 


PAGE 2- 
This step is not required if the control :. Ms . 
panel is already active. Pees oi Se ee ACTIVATE 
J CONTROL PANEL 


Unless the program is stopped, the 7 
store operation has no effect. j 


Enter the address of the register into 71 


which data is to be stored. 


Note: Do not deactivate the control 
panel at the end of the set address y 
procedure. a 


Use single digit mode (page 2-23) or :. 
serial digit mode (page 2-24). 4 


e@ The value in hexadecima! readout 
display positions B-E is stored in the 
register previously set up. 


e DISPLAY A = the address of the 
register. 


e@ DISPLAY B= the data stored in the 
register. 













DISPLAY @ 
DISPLAY B & 


DISPLAY TO HEX push button @ 
HEXADECIMAL READOUT DISPLAYS 
PROGRAM STOP light @ 


START push button 6) 


STOP push buttor, 6) 


STORE push button © 
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tC 


PRESS APPROPRIATE 
DISPLAY TO HEX 
PUSH BUTTON 








ON PROGRAM STOP 


LIGHT 


OFF 


PRESS STOP 


SET ADDRESS 
OR DISPLAY 
FOR REGISTERS 


ENTER THE DATA 
TO BE STORED IN 
THE REGISTER IN 
HEXADECIMAL 
READOUT DISPLAYS 
B-E 


PRESS STORE 












YES 
HEX DISPLAY 


DESIRED 


PRESS START 
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DEACTIVATE 
CONTROL PANEL 


Set Address or 
Display for Storage 


DISPLAY @ 


DISPLAY B 


DISPLAY B TO HEX 
push button 


.DISPLAY SELECT CONTROL 


push button 


FUNCTION SELECT 4 | 
push buttons 


HEXADECIMAL READOUT © 
DISPLAYS 

SET ADDRESS OR DISPLAY 
push button 











Use this procedure to display a halfword of storage in DISPLAY B on the control panel. 


Executing this procedure does not affect normal program operation. 


START 


PANEL ON/OFF 
LIGHT 
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ACTIVATE THE 
CONTROL PANEL 


= 


hen the control pane! 

| becomes active, the FUNCTION 
SELECT-STORAGE ADDRESS push 
button is automatically activated. 


aaooebeoe 


PRESS FUNCTION 
SELECT—STORAGE 
ADDRESS 


r 


ENTER THE STORAGE r 

ADDRESS IN HEXA- | Use single digit mode (page 2-23) or 
DECIMAL READOUT L serial digit mode (page 2-24). 
DISPLAYS B-E 


PRESS SET 
ADDRESS OR DISPLAY 


fi e DISPLAY A = the storage address 
entered in display positions B - E. 
| 
| 
| 


e DISPLAY B = the contents of the 
addressed storage location on a half- 
word boundary. For example, if 

location X‘1423' is addressed, the 

| contents of locations X‘1422’ and 

| X‘1423' are displayed. If the storage 

address is invalid, DISPLAY B con- 

L tains all zeros. 


PRESS DISPLAY 
SELECT—DISPLAY -” 
REGISTER 1 and 2 






HEX DISPLAY 
DESIRED 


NO 


PRESS DISPLAY B 
TO HEX 


PAGE 28 


DEACTIVATE THE 
CONTROL PANEL 


Do not deactivate the contro] panel if 
you are using this procedure to set an 
address for a store operation 

(page 2-28). 
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Storing Data in a 
Storage Location 


Pressing STOP while data is being transferred over the communication 
lines can cause character overrun or underrun conditions. The data 
that you store may affect normal program operation or destroy data 
that the program uses. 


START 


PAGE 238 




























This step is not required if the control ab ACTIVATE 
panel is already active. oi CONTROL PANEL 
Unless the program is stopped, the store { Bake a 
operation has no effect. C OFF 
-! PROGRAM STOP 
LIGHT 
PRESS STOP 
Use this procedure to enter the storage 7 ON 
address of the location where the data ! 
is to be stored. !f you address location , PAGE 2-27 
X‘1423’ the halfword is stored in bytes | 
#427 and 429 =| Sey Aponess or 
Note: Do not deactivate the control 
panel at the end of the set address pro- , 
cedure. | 
: a4 LEAVE FUNCTION 
Use single digit mode (page 2-23) or a SELECT—STORAGE 
serial digit mode (page 2-24). J 3 ADDRESS ACTIVATED 
@ The value in hexadecimal readout 1 \ YES 
displays B - E is stored at the loca- x 
tion addressed by SAR (initially ! \ 
set by the set address or display ) \ 
storage operation). in \ ENTER THE DATA iS DATA 
i\ \ TO BE STORED IN TO BE STOREDIN 
e@ The SAR is incremented to the ad- | \ HEXADECIMAL NEXT LOCATION 
dress of the next halfword of storage. | ~ READOUT DISPLAYS 
e DISPLAY A= the new address in ‘ B-E 
SAR. | \ NO 
J - 
e DISPLAY B = the data at the address \ * 
displayed in DISPLAY A. If the NN SRE ceer ane PRESS START 
storage address is invalid, DISPLAY ; \ 
B contains all zeros. d - 
\ 
‘\ PAGE 28 
\ PRESS DISPLAY 


DISPLAY SELECT CONTROL 
push buttons 


FUNCTION SELECT 
push buttons 


HEXADECIMAL READOUT 
DISPLAYS 


PROGRAM STOP light @ 
START push button @ 


STOP push button @ 


STORE push button © 





2-28 












SELECT—DISPLAY 
REGISTER 1 AND 2 


DEACTIVATE 
CONTROL PANEL 






HEX DISPLAY 
DESIRED 


PRESS APPROPRIATE 
DISPLAY TO HEX 
PUSH BUTTON 


Store Address Compare 


Use this procedure to determine whether the contents of a register are ever stored ina 
specific byte or halfword of storage by a program instruction. 


If the program is stopped while data is being transferred over the com- 
munication lines, character overrun or underrun conditions can occur. 
START 


PAGE 2-8 


r 

ACTIVATE [uu-------——----- 4 This step is not required if the control 
1 panel is already active. 

CONTROL PANEL ie i 


ENTER THE ADDRESS For store and store halfword instruc- 
TO BE COMPARED IN tions, enter the address of the halfword 
HEXADECIMAL to be compared. For store character 
READOUT DISPLAYS and store character and count instruc- 
B-E tions, enter the byte address. 





PRESS STORE 
ADDRESS COMPARE 





r 
| When a comparison is made with the 
address entered, a program level 1 
} interrupt occurs. If DISPLAY SELECT- 
| STATUS is activated, the ADDRESS 
YES| PRESS MODE | COMPARE light in DISPLAY B also 
SELECT—ADDRESS } comes on. What happens when the 
COMPARE INTERRUPT interrupt occurs depends upon the 
! 
! 
! 
! 
L 















PROGRAM 
INTERRUPT 
DESIRED 





PROGRAM STOP 
DESIRED 










control program. (The Emulation 
Program provides no facility for 
processing an address compare level 1 
interrupt.) 






PRESS MODE 
SELECT—ADDRESS 
COMPARE PRG 
STOP 






r When a comparison is made with the 

' address entered, the program stops and 
pete ae } the PROGRAM STOP light comes on. 

If DISPLAY SELECT—STATUS is 

! activated, the ADDRESS COMPARE 


light in DISPLAY B also comes on. 


c After each program stop, you must 

} press START to restart program exe- 
' cution. Program stops continue until 
fade end the procedure. 



















CONTINUE 
COMPARING 


PRESS START 
NO 


PAGE 28 l This terminates the address compare 


| 
DEACTIVATE THE Prr-rrrrcr tron noo -++ operation and returns the 3704 panel 
CONTROL PANEL ; | to its normal processing positions. 






HEXADECIMAL READOUT © 
DISPLAYS 


MODE SELECT push buttons @ 
PROGRAM STOP iiaht D 


START push button 6) 


STORE ADDRESS COMPARE 
push button 
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Load Address Compare 


Use this procedure to determine if an instruction is ever executed or if a specific byte is 
loaded into byte O or byte 1 of a register. 


This step is not required if the control} 
panel is already active. 


For insert 


acter and count instructions, use the 


address of 


other load instructions, use the address 


of either byte of one of the halfwords. i 


J 


When a comparison is made with the 
address entered, a level 1 program in- 
terrupt occurs. If DISPLAY SELECT— 
STATUS is activated, the ADDRESS 
COMPARE light in DISPLAY B also 
comes on. What happens when the 
interrupt occurs depends upon the 
control program, (The Emulation 
Program provides no facility for pro- 
cessing an address compare level 1° 
interrupt.) 







a 
When a comparison is made with the 
address entered, the program stops, and 
the PROGRAM STOP light comes on. 
lf DISPLAY SELECT—STATUS is 
activated, the ADDRESS COMPARE 
light in DISPLAY B also comes on. 
Display SAR and OP Register (page 2-31 
to see which instruction was executed, 


After each program stop, you must press 


START to restart program execution. 
Program stops continue until you end 
the procedure. 


This ends the address compare opera- ; 
tion and returns the 3704 panel to its r 


normal processing positions. | 
ad 











HEXADECIMAL READOUT 
DISPLAYS 





LOAD ADDRESS COMPARE 
push button 


MODE SELECT push buttons 
START push button © 
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PRESS MODE 
SELECT—ADDRESS 
COMPARE—INTERRUPT 


{f the program is stopped while data is being transferred over the com- 
munication lines, character overrun or underrun conditions can occur. 


START 


PAGE 238 


ACTIVATE 
CONTROL PANEL 


character and insert char- 


ENTER THE ADDRESS 
TO BE COMPARED IN 
HEXADECIMAL 


the character byte. For 1 
: READOUT DISPLAYS 
B-E 


PRESS LOAD 
ADDRESS COMPARE 


PROGRAM STOP 
DESIRED 
















PROGRAM 
INTERRUPT 
DESIRED 













PRESS MODE 
SELECT—ADDRESS 
COMPARE PRG STOP 


—_—— 
a 
_ 
_o 
_— 
_— 
_ 
_ 
_—— 
—_—o 
-_— 
_— 
-_-— 
_— 
—_—— 


PRESS START 










) 





CONTINUE 
COMPARING 


be + 


NO 
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DEACTIVATE THE 
CONTROL PANEL 


Lo --—! 


Displaying the Storage Address 
Register (SAR) and the Operation 
(OP) Register 


The Operation (OP) register contains the sixteen bit operation code of the last instruction 
executed. The Storage Address register (SAR) contains the address of the next instruc- 
tion to be executed. 


START 


PAGE 23 


ACTIVATE THE += 
CONTROL PANEL 


r ‘ F 3 : 
a This step is not required if the control 
i panel is already active. 


= 
; You do not have to stop the 3704 to 
YES Idisplay the SAR and the OP register. 
; You can determine if the program is in 


--a joop by the display pattern when the 
PRESS STOP 1program is allowed to continue running. 
l 


| @ DISPLAY A = the address in the 


PRESS DISPLAY | Storage Address register (SAR). 
SELECT—SAR AND lero | 
OP REGISTER | @ DISPLAY B = the contents of the 


c Operation (OP) register, 






PROGRAM STOP 
DESIRED 


NO 












HEX DISPLAY 
DESIRED 


PRESS APPROPRIATE 
DISPLAY TO HEX 
PUSH BUTTON 
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DEACTIVATE 
CONTROL PANEL 


DISPLAY A 1) 


DISPLAY B 


DISPLAY SELECT CONTROL 
push buttons 


DISPLAY TO HEX 
push button 


STOP push button @ 
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Storage Test Pattern 


Use this procedure to clear storage or to store valid data throughout 3704 storage. This 
procedure should be used only when the 3704 is offline. After a storage test pattern 
operation, you must perform an IPL operation before proceeding with normal operations. 
It is a good practice to do a storage scan after a storage test pattern operation. 


START 


1 PAGE 28 
This step is not required if the control 1 


panel is already active. feat es ee ee a ACTIVATE 
d CONTROL PANEL 


This step is not required for the remote | Se eee a ees DISABLE THE 

3704. 7 CHANNEL INTERFACE 
4 ENTER THE TEST 

Use single digit mode (page 2-23) or -_ PATTERN IN HEXA- 

serial digit mode (page 2-24). 3 DECIMAL READOUT 





DISPLAYS B-E 


The test pattern is entered, starting at 7 
the address in the Storage Address Register H PRESS DIAGNOSTIC 
(SAR) and continuing through storage \ CONTROL-STORAGE 
until the operation is stopped. The SAR 1 TEST PATTERN 
is incremented to the address of the next ' 
halfword after each store operation. | 

| 

i 





DISPLAY A = the address in SAR. 

Pose coe oS ete 
DISPLAY B = the data stored in the ! PRESS START 
halfword addressed by SAR. ! 


The only way to stop the STORAGE 


TEST PATTERN is to switch to another 
diagnostic control function. You should 


PRESS ANY OTHER 
DIAGNOSTIC CONTROL 





1 
! 
do a storage scan to verify the correct r peepee ee 
parity. Enter the storage scan procedure ; OPERATION 
on page 2-33. | 
4 
The DIAGNOSTIC CONTROL- 7 PAGE 2-10/2-12 
PROCESS push button must be aa ai a aaa tae ta IPL 
activated before an IPL can be initiated. ; 
4 


DIAGNOSTIC CONTROL 
push buttons 


DISPLAY A 
DISPLAY B 


HEXADECIMAL READOUT 
DISPLAYS 


START push button © 
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Storage Scan This procedure is used to check for correct parity in storage and should only be used 
offline. 
Note: Any step in this procedure that enables or disables the channel interface is not 


required for the remote 3704. 
PAGE 28 CALL HARDWARE 
YES SERVICE 
ACTIVATE FIRST ERROR REPRESENTATIVE 
CONTROL PANEL 
YES 


DISABLE THE 
CHANNEL INTERFACE 













SAME AS 
THE PREVIOUS 
ERROR 





NO 


PRESS 
DIAGNOSTIC The address displayed in 


= | 
S OREEE ea RECORD THE ___| DISPLAY A is two greater. 
STORAGE ADDRESS |_ than the failing address. 


PAGE 2-28 


CORRECT THE PARITY 
ERROR BY STORING 





VALID DATA AT THE 
FAILING ADDRESS 





PRESS CCU 
CHECK RESET 
[~ Storage scan starts at the address in the 
PRESSSTART = |- - - — -— —-----—-- J Storage Address Register and continues 


until (1) another DIAGNOSTIC CON- 
TROL push button is activated, (2) the 
control panel is deactivated, or (3) a 


parity error is detected. 
DISPLAY A = the address in SAR. 
DISPLAY B = the contents of the ad- 










DOES THE 
3704 STOP ON AN 
ERROR 


ee YES 











| 

| 

| 

| 

| 

| 

J 

ae L. dressed storage location. 
NO ehie 
cae rsoA parity error causes the appropriate 
PRESS ~~! check light to come on in DISPLAY A, 
DIAGNOSTIC | and the 3704 stops. The address in SAR 
CONTROL— bare |. is two greater than the failing address. 
PROCESS nee 
NL = This stops the storage scan operation. 
~ 
~ ote: If a storage test pattern 
PAGE 2-9 YAS operation was performed be- 
ENABLE THE fore the storage scan, you 
\ CHANNEL | must re-IPL at this point 

INTERFACE before resuming normal 

L. operation, 


CCU CHECK RESET 
push button 


DISPLAY A 


PAGE 23 


DEACTIVATE THE 
“CONTROL PANEL 







DISPLAY B 


DIAGNOSTIC CONTROL 
push buttons 


START push button 6 





PROGRAM-INDEPENDENT 
CONTROL PANEL PROCEDURES) 2-33 


Displaying Display Registers 1 and 
2 (Program Display) 


2-34 


When the 3704 control program places output in display registers 1 and 2 (internal 

output units gated to the DISPLAY A and DISPLAY B lights), the PROGRAM DISPLAY 
light comes on at the control panel. To see the program output, activate the control panel 
and display the display registers. Refer to the Principles of Operation manual for 
additional information. 


START 


PAGE 28 












rT This step is not required if the control 
L panel is already active. 





ACTIVATE 
CONTROL PANEL 






J Output from the control program is 
Se oe ee, |_ displayed in DISPLAY A and DISPLAY B. 






PRESS DISPLAY 
SELECT—DISPLAY 
REGISTER 1 AND 2 






HEX DISPLAY 
DESIRED 






PRESS APPROPRIATE 
DISPLAY TO HEX 
PUSH BUTTON 
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DEACTIVATE 
CONTROL PANEL 


! Program output is displayed in hex in 
Oe a po ee Oe pa ey ie readout displays B, C, D, and E, 



















DISPLAY SELECT CONTROL 
push buttons 






DISPLAY TO HEX 
push button 






PROGRAM DISPLAY light ®@ 





Section 3: 3704 Control 
Panel Procedures Used with 
the Emulation Program 


The Emulation Program (EP) supports several 3704 control panel functions, including 
the dynamic displaying of the interface control word (ICW), certain Emulation Pro- 
gram control blocks, and a fullword of 3704 storage. The EP allows many programs 
written for support of the IBM 2701 Data Adapter Unit, the IBM 2702 Transmission | 
Control, the IBM 2703 Transmission Control, or any combination of the three to 
operate with the 3704 with no modification. The Emulation Program will not run in 
the remote 3704 Communications Controller. 


You should review the EP generation macro statements before attempting EP procedures. 
The macros include information on the types of lines, line speeds, modems, auto-call 
units, and other system information for the lines involved, as well as terminal information. 
This type of information is necessary to run certain of the panel procedures, for example, 
the line test (panel test) function. 


Note: When the local 3704 is operating in a PEP environment, the control panel must 
be placed in EP mode (page 4-2) before executing the procedures in this section. The 
remote 3704 will not operate in a PEP environment. 


EP CONTROL 
PANEL PROCEDURES -~ 3-1 


Dynamic Display of an 
ICW, CCB, or BCB 

| (Local only) 
(Part 1 of 3) 


This procedure provides a dynamic display of the interface control word (ICW), the 
character contro! block (CCB), or the bit control block(BCB) for any line specified 

during the generation of the Emulation Program. The display is updated ten times 

a second until you end the operation. 


See the Principles of Operation manual for more information about the ICW. See Appen- 
dix C for the layouts of the BCB and the CCB. 


The usage meter runs continuously during the execution of this 
procedure in a stand-alone EP environment. 
START 
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ACTIVATE 
CONTROL PANEL 


PRESS FUNCTION 
SELECT-—6 


This step is not required if the control | 


panel is already active. a = 


AN ~ = ae 








Note: If the hexadecimal readout dis- 
plays are set to an invalid combination 
for any of the displays, DISPLAY A and 
DISPLAY B contain all zeros. 


DISPLAY TO HEX 
push button 


FUNCTION SELECT 
push buttons 


HEXADECIMAL READOUT 
DISPLAYS 





7 FOR THE DESIRED 
DISPLAY IN HEXA- 


See the following pages for details of 


how to set up the display. DECIMAL READOUT 


DISPLAYS B AND C 





SET HEXADECIMAL 
READOUT DISPLAYS 

D AND E TO THE 
SUBCHANNEL ADDRESS 
OF THE SELECTED LINE 


The valid subchannel addresses vary from | 
installation to installation. You should |! 
have access to a list of the subchannel 

addresses defined for the EP at your | 
location. 








HEX DISPLAY 
DESIRED 






PRESS APPROPRIATE 
DISPLAY TO HEX 
PUSH BUTTON 
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DEACTIVATE 
CONTROL PANEL 


Dynamic Display Of an 
ICW, CCB, or BCB 
(Local only) 

(Part 2 of 3) 


For an ICW Display 









If readout display B 


Data line ICW displayed 
Dial line |CW displayed 


=0 
0123 4567 







Byte 1 
01234567 
Data set leads 






DISPLAY A=} LCD* PCF* 
DISPLAY B= SCF 
DISPLAY A= SCF 


if readout display C 







7 
0 
Tn 


DISPLAY B = ICW Bits 32 - 45 
2 ICW Bits 32 - 45 


DISPLAY B= LINE ADDRESS ** 
*See Appendix C for the LCD/PCF configuration with the Type 1 Scanner. 
** Display storage at the address that is in DISPLAY B. The contents of this halfword 
is the address of the CCB. 





These are the only valid settings for readout displays B and C. The data set leads bit 
definitions are on page 3-4. 


For a CCB Display 


If readout display B = the first part (first 16 halfwords) of the CCB is selected. 


the second part (the remaining ha!fwords, maximum 16) 

of the CCB is selected. 
Readout display C can be set to any position O-F. The setting determines which half- 
word in the selected part of the CCB is displayed in DISPLAY A (0-F = halfwords 1-16 
respectively). In each case, DISPLAY B contains the next halfword after the selected 
one. 





These are the only valid settings for readout displays B and C for a CCB display. 


Note: Refer to Appendix C for CCB format and internal byte displacement. 


For a BCB Display 


(valid only if the Type 1 Communication Scanner is installed) 





Readout display C can be set to any position 8-F. The setting determines which half- 
word of the BCB is displayed in DISPLAY A (8-F = halfwords 1-8, respectively). In 
each case, DISPLAY B contains the next halfword after the selected one. 


For a BCB display, these are the only valid settings for readout displays B and C. 


Note: Refer to Appendix C for BCB layout and internal byte displacement and also for the 
LCD/PCF configuration with a Type 1 Scanner. 


EP CONTROL 
PANEL PROCEDURES 3-3 


Dynamic Display Of an 
ICW, CCB, or BCB 
(Local only) 

(Part 3 of 3) 


3-4 














[bre Ser Leese cinavesn we OW 
[0 [eiear vo Sena Abandon Ca and Rey 
[1 [Ring icicoror | Presnt Next Dit 
[4 [Receive Data Bit utter [Zero not uses) | 
[s [Dissnostis Wrap Mode [call Originating Ses 
[pit sevice Reavest [BR Service Requent | 


Dynamic Display of Storage 
| (Local! only) 


DISPLAY A @ 


DISPLAY B 


DISPLAY SELECT 7) 
CONTROL push buttons 


DISPLAY TO HEX 
push button 


FUNCTION SELECT 
push buttons 


HEXADECIMAL READOUT 
DISPLAYS 


INTERRUPT push button @ 





This procedure provides a dynamic display of two halfwords of local 3704 storage in 
DISPLAY A and DISPLAY B. The display is updated ten times per second until you end 
the operation. 





The usage meter runs continuously during the execution of this 
procedure in a stand-alone EP environment. 
START 
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ACTIVATE 
CONTROL PANEL 






+ 
This step is not required if the control | 
panel is already active. ul 






This step is required only when operating! 
in a PEP environment ra 






PLACE CONTROL 
PANEL IN EP MODE 






ENTER THE ADDRESS 
OF THE HALFWORD TO 
BE DISPLAYED IN 


The addressed storage location is 
displayed ona halfword boundary. 
For example, if you enter the address 
X'1423’, the contents of storage 
locations X'1422' and X'1423' are! 
displayed. 5 


HEXADECIMAL 
DISPLAYSB-E 





PRESS FUNCTION 
SELECT—1 


PRESS 
DISPLAY REGISTER 
1&2 


e@ DISPLAY A = the contents ofthe | 


addressed storage halfword. | 


Soh es PRESS INTERRUPT 
+ DISPLAY f= the contents of the T= Ee eae Nuerir 


halfword following the addressed 


halfword. 4 





NO 
HEX DISPLAY 


DESIRED 






PRESS APPROPRIATE 
DISPLAY TO HEX 
PUSH BUTTON 
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Deactivating the control panel ends the ST eee A DEACTIVATE 
procedure. =A CONTROL PANEL 


EP CONTROL 
PANEL PROCEDURES 3-5 


Generating Channel 
End/Device End 
(Local only) 


Use this procedure to clear a locked subchannel dynamically without having to re-IPL the 
local 3704 or the host processor. Channel End/Device End status is forced to the host 
processor for the subchannel you specify at the control panel. 


To be sure the subchannel that you are releasing is not in a valid 
operation, display the CCBCMD field of the CCB (page C-3) bit 5 
(command end). If this bit is set, the subchannel is not in valid 


operation. 


The subchannel may be locked because of a time-out failure caused by: 


e@ Human error. @ Terminal error. 
e Line distortion. e CCU failure. START 
PAGE 2-8 
This step isnot required if the control | ACTIVATE 
panel is already active. 4 CONTROL PANEL 
PRESS FUNCTION 
SELECT-—5 
aa ENTER X’OF’ IN 
Use single digit mode (page 2-23) or a HEXADECIMAL 
serial digit mode (page 2-24) ie a ae READOUT DISPLAYS 
| 





BAND C 










ENTER THE SUB- 
CHANNEL ADDRESS 
IN HEXADECIMAL 

DISPLAYS D AND E 


The valid subchannel addresses may vary 7 

from installation to installation. You 4 

should have access to a list of the sub- ---c-o 
channel addresses defined for the EP 
at your location. 


If the subchannel address is not within - 
the HICHAN/LOCHAN range specified roo o-n ee PRESS INTERRUPT 

during EP generation, the request is aborted, | 

I 

} 

=) 


and DISPLAY A and DISPLAY B are set 
to X‘FFFF’. 









HEX DISPLAY 
DESIRED 


PRESS APPROPRIATE 
DISPLAY TO HEX 
PUSH BUTTON 










DISPLAY TO HEX 
push button 


FUNCTION SELECT 
push buttons 


HE XADECIMAL READOUT 
DISPLAYS 


INTERRUPT push button 6 ] 


PAGE 238 


DEACTIVATE 
CONTROL PANEL 
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Activating the Line Trace 
| (Local only) 


DISPLAY @ 


DISPLAY B 


DISPLAY TO HEX 
push button 


FUNCTION SELECT 
push button 


HEXADECIMAL READOUT 
DISPLAYS 


INTERRUPT push button 





Line trace is an optional function of the Emulation Program. It is included in the EP 
unless LINETRC = NO is specified on the BUILD macro during EP generation. In 
addition to the stand-alone EP, this function is also available in the EP portion of PEP 
with NCP (page 4-16) and in an NCP generated for EP functions only (TYPGEN = EP 
specified with the BUILD macro at NCP generation). (See the Network Control Program 
Generation and Utilities Manual . 


Use this procedure to trace all line and channel interrupts for the selected line(s). To 
activate the trace for noncontiguous lines or groups of lines, repeat this procedure for 
each line or group of lines. A subchannel address is represented by either two or three 
hexadecimal digits in the EP generation language, for example, O6A. When activating the 
trace function, only the last two digits are used (that is, 6A). 


To determine whether the trace is active for a given line, use the procedure on page 3-2 
to display the CCBOPT field on the line’s CCB. The trace is active if bit 1 is on. 


For each Type 2 Scanner, only one data set interface can be shown in the level 2 line 
trace. The interface can be selected by using Function 6 to display the data set leads in 
the ICW (see page 3-2) before the line trace is enabled. 


The trace can degrade the performance of the Emulation Program. 


Refer to the EP Storage and Performance Manual for the possible 


effects of the trace on performance. 
START 





















> 
Enter the lowest subchannel address I 
in displays B and C. In displays D | 
and E, enter the highest subchannel y ACTIVATE 
address in the range to be traced. If | CONTROL PANEL 
only one subchannel address is to be 
traced, enter the subchannel address 
in displays B and C and also in | PRESS FUNCTION 
displays D and E. To trace all lines, RAL SELECT—2 
enter X‘OOFF’ in displays B through | se 
E or the lowest subchannel address | sree 
in displays B and C and the highest | ke. ENTER ADDRESSES OF 
subchannel address in displays D | SS THE RANGE OF SUB- 
and E. | ~] CHANNELS TO BE 
, | TRACED IN THE 
If you specify lines that were not defined | HEXADECIMAL 
by a LINE macro at EP generation, they | READOUT DISPLAYS 
are ignored by the trace function. J 
The trace function is activated at this 3 
point and continues until you deactivate | - PRESS INTERRUPT 
it (see page 3-9). | co 
” 

@ DISPLAY A = the range of lines for et a 

which the trace has been activated. ea 
@ DISPLAY B, Byte 0 = the total | HEX DISPLAY 

accumulated count of lines now being ! DESIRED 

traced. | 
e DISPLAY B, Byte 1 = X‘02’, for | 

the function selected. ‘4 


PRESS APPROPRIATE 
DISPLAY TO HEX 
PUSH BUTTON 


EP CONTROL 
PANEL PROCEDURES 3-7 


Changing Levels Being Traced 

(Local only) 
Use this procedure in a stand-alone EP environment to deactivate or activate the tracing 
of level 2 and/or level 3 interrupts for all the lines for which the trace is active. 


Note: The line trace facility must be active for this procedure to be effective. 


START 


PRESS FUNCTION 
SELECT—4 


The values for X (level) are as follows: 


SET HE XADECIMAL 


X = 1—trace L3 only READOUT DISPLAYS 


X = 2—trace L2 only B- ETO X’FFOX’ 
X = 3-trace L2 and L3 


At this point tracing occurs for those 


levels selected. 
P 


invalid value was entered for X. 





DISPLAY A @ 


FUNCTION SELECT 4 | 
push buttons 


HEXADECIMAL READOUT © 
DISPLAYS 





INTERRUPT push putton@ 


38 


Deactivating the Line Trace 
| (Local only) 


DISPLAY A @ 


DISPLAY B 


DISPLAY TO HEX 
push button 


FUNCTION SELECT 
push buttons 


HE XADECIMAL READOUT 
DISPLAYS 


INTERRUPT push button @ 





Use this procedure in a standalone EP environment to dea 
or some of the lines for which the trace is active. 


Enter the lowest subchannel address for 
which the trace is to be deactivated in 
displays B and C and the highest sub- 
channel address in displays D and E. To 
deactivate the trace for a single line, 
enter the subchannel address in displays 
B and C and also in displays D and E. 

To deactivate the trace for all Sines, enter 
X‘OOFF’ in readout displays B through E. 


At this point, the trace becomes inactive 

for the line(s) specified in displays B, C, 

through E. 

e@ DISPLAY A = the range of lines for 
which the trace has been deactivated. 


e DISPLAY B, Byte 0 = the accumu- 
lated count of tines still being traced. 


@e DISPLAY B, Byte 1 = X‘03’, for the 
function selected. 


cleteniententen Seetehetatas 


ctivate the trace function for all 


START 
PRESS FUNCTION 
SELECT—3 


ENTER ADDRESSES OF 
THE RANGE OF 
SUBCHANNELS FOR 
WHICH THE TRACE iS 
TO BE DEACTIVATED 
IN THE HEXADECIMAL 
READOUT DISPLAYS 


















HEX 
DISPLAY DESIRED 


PRESS DISPLAY 
TO HEX 
PRESS INTERRUPT | 





After you deactivate the line trace, you should obtain a storage dump of the 3704 by using 
the dump utility program. Refer to the Emulation Program Generation Manual for the 
job control statements. The trace table may be found in the storage dump as follows: 


e@ The trace table pointer is in high storage above the Emulation Program load 
module. Look for the characters that spell out ‘START TRACE’ on theright-hand 
side of the dump. The trace table pointer starts four fullwords from the area that. - 


spells out ‘START TRACE’ in EBCDIC. 


e The first word is the address of the latest entry in the trace table. -The table will 
wrap if full; therefore, you need the address of the latest entry in the table to find 


the last entry prior to dumping storage. 


@ The second word is the address of the beginning of the trace table. 


@ The third word is the upper limit of the trace table. 
bytes long, and there are four types of entries. 


Each entry in the table is 32 


EP CONTROL 
PANEL PROCEDURES 3-9 


Line Test Function (Panel Test) 
| (Local only) 
(Part 1 of 9) 





DISPLAY A @ 


DISPLAY B 


FUNCTION SELECT 
push buttons 


HEXADECIMAL READOUT 
DISPLAYS 


INTERRUPT push button 6 | 
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The line test is an optional function of the Emulation Program. It is included in the EP 
only if TEST=YES is specified on the BUILD macro during EP generation. 


The line test provides a means of testing a communication line via the control panel. The 
test function consists of an initialization subroutine, a series of test subroutines and an 
end-test subroutine. The test can be used to analyze the operation of line by observing 
the ICW (displayed in DISPLAY A and DISPLAY B, see page 3-2) during any part of the 


test executed in level 2 or level 3. 


If a line is in use by the test function, it is not available to the system. 
If a line is in use by the system, it is not available to the test function. 


Always use X‘F0’ to end all line test functions to ensure the availability 


of the line. 


This step is not required if the control oa 
panel is already active. Pt aa i RC ne 
CONTROL PANEL 
This specifies the EP line test function. i eae 
— ~ he ro 
This setting specifies the initialization “A we 
function, The line test must be initial- * 
ized before the test subroutines can be ao 
run, oe eee 
- N 
Subchannel addresses vary from installa- 7 a a 
tion to installation. You should have L a ENTER X‘00' IN 
access to a list of subchannel addresses ry bare HEXADECIMAL 
for your installation. ee. “J READOUT DISPLAYS 
Ne BANDC 
\ 
\ 
‘N 
‘“ 

e If the line is available to be used by BN 

the test function, DISPLAY A = the N 

value in the hexadecimal readout x ENTER THE 

displays, and DISPLAY B, Byte 0 = N\ SUBCHANNEL 


X‘FC’. 

e@ If the line is already in use, DISPLAY 
A = the value in the hexadecimal 
readout displays, and DISPLAY B. 
Byte O = the value in the CCBCMD 
field (shows which command is cur- 
rently in effect on the line). DISPLAY 
B, Byte 1 is insignificant. The line 
test is not given control in this case. 


e If the subchannel address in the 
hexadecimal readout displays, is 
invalid (not defined by a LINE macro 
at EP generation), the test is aborted 
with all lights in DISPLAY A and 
DISPLAY B on. The EP continues to 
operate normally and you may retry 
the line test by entering a valid address. 


r-- pach oweticteris eae cesce cael 


oes eer et 









PAGE 2-8 















ADDRESS IN 
HEXADECIMAL READ- 
OUT DISPLAYS 

ANDE 


PRESS INTERRUPT 
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Line Test Function (Panel Test) 
(Local only) 
(Part 2 of 9) 


DISPLAY A @ 


DISPLAY B 


DISPLAY TO HEX 
push button 


FUNCTION SELECT 
push buttons 


HE XADECIMAL READOUT 
DISPLAYS 


INTERRUPT push button @ 
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ENSURE THAT THE 
LINE 1S AVAILABLE 


BY DISPLAYING THE 
CCB 









ENTER SELECTED 
TEST CODE IN 
HEXADECIMAL 
READOUT DISPLAYS 
BANDC 



















ENTER INPUT DATA 
BYTE, IF REQUIRED, 
IN HEXADECIMAL 

READOUT DISPLAYS 
DANDE 


PRESS INTERRUPT 


PRESS FUNCTION 
SELECT—5 


ANOTHER 
TEST TO BE RUN 





SET THE HEXA- 
DECIMAL READ- 


OUT DISPLAYS TO 
X‘F000’ TO END 
THE TEST 





PRESS INTERRUPT 
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DEACTIVATE 
CONTROL PANEL 


- 
| 


LS 


To ensure the line is available, execute 

a dynamic CCB display (page 3-2) after 
the interrupt is accepted. Display the 
CCBCMD field of the CCB (Appendix C). 
lf X'FC’ is displayed, the line is available. 
{f not the command currently in effect 
for that line is displayed. 


Use the charts on pages 3-12 through 
3-15 for the valid test codes. 


Use the charts on pages 3-12 through 3-15. 


At this point, you may display the ICW, 
CCB, or BCB (page 3-2) to analyze line 
operation. 


You must press the Function 5 push 
button again if you performed a display 
function after pressing INTERRUPT. 


The test function is ended and the line 

is placed in a NO-OP state until the 
Emulation Program takes over for normal 
program usage. 


EP CONTROL 


PANEL PROCEDURES 3-11 


Line Test Function (Panel Test) 
(Local only) 
(Part 3 of 9) 


Test Settings for the EP Line Test Function 


Note: The test functions are supported under Version 2 Modification 2(V2M2) of the Emulation Program. See examples 
for use on the following pages. 


HEXADECIMAL 


HEXADECIMAL 


READOUT READOUT DISPLAYS 
DISPLAYS D and E— _ 
Functions B and C Input Data Byte Descriptions 





Initialization 00 Subchannel Address Checks the subchannel address entered in hexadecimal 


readout displays D and E for validity and places the line 
address, if valid, in the test character control block 
(TCCB). Prevents level 2 interrupts (from the line just 
initialized) from causing program checks, etc. 


Present Status OF Subchannel Address Issues a Read command to the line if no command is active 
in the CCB, and the status/sense field is zero and presents 
resulting ending status to the channel. Issues a halt !/O to 
the line if the CCB has an active command. 

Load Buffer 0 10 Test Character” Loads a 40-character transmit buffer when hexadecimal 
readout displays D and E are set to the desired character. 
Enter a X‘99’ (end of buffer) in displays D and E after 
the last data character. 

Load Buffer 1 11 Test Character™ Loads a 40 character transmit data buffer when hexa- 
decimal readout displays D and E are set to the desired 
character. Enter a X‘99’ (end of buffer) in displays D 
and E after the last data character. 

Set Mode 20 None Retrieves the set mode byte from the test line’s CCB and 
Using CCE loads it into the line’s SDF. Sets the PCF state to X‘1’ 
Data (set mode) and returns the line to a NO-OP state. 

Load First 21 Test Character” Places the line back into transmit mode and retransmits the 
Rev Compare originally selected transmit buffer if a compare is made 
Character with any received data character. The compare character is 

preset to X‘37’. 

Load Second 22 Test Character*™ Places the line back into transmit mode and retransmits the 
Rev Compare Originally selected transmit buffer if a compare is made 
Character with any received data character. The compare character is 

preset to X‘70’. 

Load Third 23 Test Character” Places the line back into transmit mode and retransmits the 
Rev Compare originally selected transmit buffer if a compare is made 
Character with any received data character. Normally turns the fine 


around if any data has been received from the terminal 
even though no previous compare was made. The compare 
character is preset to X‘FF’. 


*The test character should be entered according to the tables in the 3704/3705 Handbook for the type of transmission code 


being used. 
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Line Test Function (Panel Test) 
| (Local only) 
(Part 4 of 9) 





















HEXADECIMAL HEXADECIMAL 


READOUT READOUT DISPLAYS 
DISPLAYS D and E 
Functions B and C Input Data Byte Descriptions 








Load First 
Buffer Swap 
Character 


Selects buffer 0, regardless of the buffer selected via the 
control panel, if a compare on received data is made with 
this character. The compare character is preset to X‘FE’ for 
a normal no compare state. 


Test character* 











Load Second 
Buffer Swap 
Character 


Selects buffer 1, regardless of the buffer selected via the 
control panel, if a compare on received data is made with 


this character. The compare character is preset to X‘EF’ for 
a normal no compare state. 


Test character” 














Set Mode 
Using 

Displays 
DandE 






Data for an 
Output X‘46’. 


Loads the byte from hexadecimal readout displays D and 
E into the line’s SDF. Sets the PCF to X‘1’ and returns the 
line to a NO-OP state. 








Places the CCB PAD/SYN character into the line’s SDF and 
PDF and sets the PCF state to X’8’. When the PCF state 
goes to X’9’, the PAD/SYN is transmitted repeatedly. 


Transmit 
Initial 














Transmit Test 
Character 
and Fill 


Reads the test character from hexadecimal readout displays 
D and E and places it in the line’s PDF. The line must 
be in transmit mode already (PCF state X‘’9’). Transmits 
the test character once and the PAD/SYN character 
repeatedly thereafter. 


Test character” 







Test character* 





Reads the test character from hexadecimal readout displays 
D and E and places it in the line’s PDF. The line must 
be in transmit mode already (PCF state X’‘9’). The 
test character is transmitted repeatedly. 


Transmit Test 
Character 
and Repeat 









Prepares the line for transmission (PCF state X‘8’) then 
transmits data from buffer O until an end of buffer 
(X’99') character is recognized. At this point, the line is 
turned around to the receive state. When the line begins to 
receive characters, characters O through 7 are stored in the 
CCB data buffers. If more than eight characters are 
received, subsequent characters wrap the CCB data buffer 
starting at character 0. If a compare is made with any of 
the receive compare characters, the line will be turned 
around to transmit again. 


Transmit 
Buffer O and 
Receive 







*The test character should be entered according to the tables in the 3704/3705 Handbook for the type of transmission code 
being used. 
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Line Test Function (Pane! Test) 


(Local only) 
(Part 5 of 9) 


Functions 


| Transmit 
Buffer 1 and 
Receive 


Auto-answer 
Using 
Buffer 0 


Auto-answer 
Using 
Buffer 1 


Dial Digit 
Buffer Load 


Dia! Operate 
Using 
Buffer 0 


Dial Operate 
Using 
Buffer 1 
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HEXADECIMAL 
READOUT 


DISPLAYS 
B and C 


71 


80 


81 


90 


AO 


Al 


HEXADECIMAL 
READOUT DISPLAYS 


D and —E 





Input Data Byte 


None 

None 

None 

D=0 

E = digit 

D=0 

E=Oor 
number of 
digits to 
be dialed. 

D=0 

E=Oor 
number of 
digits to 
be dialed. 


Descriptions 


Prepares the line for transmission (PCF state X‘8’) then 


transmits data from buffer 1 until an end of buffer 


(X‘99’) character is recognized. At this point, the line is 
turned around to the receive state. When the line begins to 
receive characters, characters 0 through 7 are stored in the 
CCB data buffers. If more than eight characters are 
received, subsequent characters wrap the CCB data buffer 
starting at character 0. If a compare is made with any of 
the receive compare characters, the line will be turned 
around to transmit again. 


Performs a set mode operation with data terminal ready 

on and a PCF state of X‘2’. When someone dials in, the line | 
is set to receive. The received characters are stored in the 

CCB data buffers, bytes zero through seven. A compare is 

made on data characters received for possible line turn- 

around to transmit data buffer 0. 


Performs a set mode operation with data terminal ready 
on and a PCF state of X’2'. When someone dials in, the line 
is set to receive. The received characters are stored in the 
CCB data buffers, bytes zero through seven. A compare is 
made on data characters received for possible line turn- 
around to transmit data buffer 1. 


Loads the dial digit from hexadecimal readout display E 
into a 16-position buffer. The last digit loaded must be a 
X‘F’. The X’F’ indicates the end of the dial digits. 


Performs an auto-dial operation using the dial digit buffer. 
When the last digit has been dialed, the PCF state is set to 
X‘2' (monitor for data set ready). When data set ready 
becomes active, the line is set to transmit data buffer 0. 
After transmitting the data buffer, the line is then turned 
around to receive. 


Performs an auto-dial operation using the dial digit 
buffer. When the last digit has been dialed, the PCF state 
is set to X‘2’ (monitor for data set ready). When data set 
ready becomes active, the line is set to transmit data 
buffer 1. After transmitting the data buffer, the line is 
then turned around to receive. 


Line Test Function (Panel Test) 


| (Local only) 
(Part 6 of 9) 


Functions 






Data Rate 
Select 


End Test - 
Leave DTR 
Active 


Set Receive 





Oscillator 
Select 












Network 
Select 














End Test - 
Normal 





HEXADECIMAL 
READOUT 
DISPLAYS 

B and C 









HEXADECIMAL 
READOUT DISPLAYS 
D and —E 
Input Data Byte 


FF = High Rate 
Select 


00 = Low Rate 
Select 






Subchannel 
Address 


None 






D=0 
E = Oscillator selected 
for the test line 
(0, 1, 2, or 3) 
D=0 
E = Network 

Select 
Options 






None 





































Descriptions 


Selects the high or low data rate for a line previously 
defined in the test. The set mode byte and LCD field 
(CCBBTLCD) in the CCB for the line under test is 


displayed in DISPLAY B. Data rate select is bit 5 of the 


set mode byte. 


Ends the test for the subchannel addressed and places 
the line in the NO-OP state, leaving data terminal ready 
(DTR) active. 


Set the receive state in the ICW, PCF state 7. 


Allows for the selection of one of the four possible 
oscillator positions as the internal clock for the line 
under test. This is a permanent change to the set mode 
byte of the CCB. 


Changes the setting of bits 4 and 5 of the CCBOPT field 
in the CCB. The setting of display E determines what 
options are selected (0 = Leased Line/Half-Duplex, 1 = 
Leased Line/Duplex, 2 = Switched Line/Half-Duplex, 
3 = Switched Line/Duplex). 


Ends all testing on the line selected at initialization time. 
This routine leaves the test function ready for new 
input. 
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Line Test Function (Panel Test) 
| (Local only) 
(Part 7 of 9) 


Example of Auto-Answer Using Data Buffer 1 


HEXADECIMAL 
READOUT DISPLAYS 
Functions BCDE 


Initialization 


Load Buffer 1 


Load Buffer 1 


Load First 
Rev Compare 
Character 


Auto-answer 
using 
Buffer 1 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Descriptions 


Initialize line 20 for testing. 


Load buffer 1. Buffer 1 must be loaded with 
desired transmission before executing this 
routine. 


End load of data buffer 1. 


Load receive compare character with last 
expected data character from _ terminal. 
Receive compare characters must be set up 
to turn the line around on expected re- 
sponse from the terminal. 


Set up line 20 for auto-answer. 





Note: {f the FUNCTION SELECT push button is left in position 5, DISPLAY A, Byte 1 contains the last received 
character from the terminal. DISPLAY B displays the Character Address Count (CAC). If Byte 1 DIS- 
PLAY A contains a X‘99’, no data has been received from the terminal. 
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* Line Test Function (Panel Test) 


(Local only) 
(Part 8 of 9) 


Example of the Load Data Buffer 0 
Test Function with the 3275 Poll Sequence 


Functions 


Load Buffer 0 
Load Buffer 0 
Load Buffer O 
Load Buffer 0 
Load Buffer 0 
Load Buffer O 
Load Buffer 0 
Load Buffer 0 
Load Buffer 0 
Load Buffer O 
Load Buffer O 
Load Buffer O 
Load Buffer O 


Load Buffer O 


HEXADECIMAL 
READOUT DISPLAYS 
BCDE 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Descriptions 


Loads leading pad X‘55’ 
EBCDIC BSC SYN character 
EBCDIC BSC SYN character 
EOT 

Trailing pad X‘FF’ 

SYN 

SYN 

General poll address CU = 0 
General poll address CU = 0 
General poll device address 
General poll davies address 


Enquiry 


Trailing pad 


End of buffer 
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Line Test Function (Panel Test) 
(Local only) 
(Part 9 of 9) 


Example of the Transmit Buffer 0 
and Receive Test Function 


HEXADECIMAL 
READOUT DISPLAYS 
Functions BCDE 


Load Buffer 0 


Load First Rev 
Compare 
Character 


Initialization 


Set Mode Using 
CCB Data 


Transmit 
Buffer O and 
Receive 
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Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Descriptions 


Load data buffer 0 using the line character 
codes in the 3704/3705 Handbook for the 
appropriate test characters. 


Load compare character to turn line back to 
transmit. 


Initialize line for testing. 


Issue a set mode using CCB data. 


Transmit buffer O and turn to receive, 
Compare each received character with that 
loaded in step 3, and turn line back to 
transmit if compare is made. 





Section 4: 3704 Control 
Panel Procedures Used with 
the Network Control Program 


The Network Control Program supports several 3704 control panel functions that 
dynamically display registers and storage locations and allow testing of the 3704 while 

it is in operation. You should review the Network Control Program (NCP) generation 
macro statements before attempting NCP procedures. The macros include information 

on the type of lines, line speed, modems, auto-call units, auto-answer capability, and other 
system information for the lines involved, as well as terminal information. This type of 
information is necessary to run certain of the panel procedures, for example, the line test 
function. 


A feature of the Network Control Program is the Partitioned Emulation Programming 
(PEP) extension. .In a PEP environment, you can run some communication lines in 
network contro! mode while concurrently running others in emulation mode. The remote 
3704 will not operate in a PEP environment. When the local 3704 is operating in a PEP 
environment, the control panel must be placed in NCP mode (page 4-2) before executing 
the procedures in this section, except the line trace procedures. 


NCP CONTROL 
PANEL PROCEDURES 4-1 


Setting the Control 
Panel Mode With PEP 


Use this procedure to reverse the mode of the control pane! operation when running ina 
PEP environment. The panel operates in either NCP or EP mode with the functions 
of each system remaining intact. 


After a local 3704 IPL in a PEP environment, the panel is initially in EP mode. 






START 





PAGE 238 


ACTIVATE 
CONTROL PANEL 





: i : ‘ 1 
This step is not required if the controll 


panel is already active. \ 
4 









SET HEXADECIMAL 
READOUT DISPLAYS 
B-E TO X‘00EE’ 


PRESS FUNCTION 
SELECT—4 


PRESS INTERRUPT 
DESIRED 


MODE 





. | 
This step reverses the mode of the control _ 


panel. 1 
4 









o 
Observe the DISPLAY A lights: 


X‘CCOO’ is displayed if the panel is in NCP mode.-}-- —-— -- —--~---—- 
X‘OOEE’ is displayed if the panel is in EP mode. | 


DISPLAY @ 


‘FUNCTION SELECT 
push buttons 


HEXADECIMAL READOUT 
DISPLAYS 


{INTERRUPT push button @ 









Dynamic Display 
of an ICW . 


(Part 1 of 2) 


Use this procedure to display the Interface Control Word (ICW) for the line specified in 
the hexadecimal readout displays. The display is updated ten times per second until the 
operation stops. 


Note: See the 3704 and 3705 Principles of Operation manual for details about the ICW. 


When a Type 1 Scanner is installed, the 
usage meter runs continuously during Star 


the execution of this procedure. 


PAGE 4-2 
This step is required only when operating, ee eee ego ee ta eens ete PLACE CONTROL 
in a PEP environment. f PANEL IN NCP 
MODE 


PRESS FUNCTION 
SELECT—2 


SET THE LINE 


The line interface address can be obtained | INTERFACE ADDRESS 

from the LINE macre coded at NCP j==$--3 343-5 —s4- IN THE HEXADECIMAL 

generation. i READOUT DISPLAYS C, 
D, ANDE 


Set the hexadecimal readout display B to 0 a 
for normal output; set to 1 for inverted out- ! SET HEXADECIMAL 
put. Inverted ICW display is an exchange of | READOUT DISPLAY B 


DISPLAY A and DISPLAY B. i TO 0/1. 


The ICW is displayed in DISPLAY A and) 
DISPLAY B. An example of the display p -—-~—---- --—---—-- PRESS INTERRUPT 
is on page 4-4. 1 


J 





PRESS FUNCTION 


SELECT—6 TO END 


PRESS INTERRUPT 








FUNCTION SELECT 
push buttons 


HEXADECIMAL READOUT® 
DISPLAYS 


INTERRUPT push button © 






NCP CONTROL 
PANEL PROCEDURES 4-3 


Dynamic Display 
of an ICW - 


(Part 2 of 2) 


The ICW display is used for both the Type 1 and Type 2 Scanners. The NCP samples the 
BCB for the Type 1 Scanner and arranges the output to look like the ICW for a Type 2 
Scanner. 


CONTROL PANEL DISPLAY OUTPUT 


Byte O Byte 1 
0123 4567 0123 4567 


Display A XXXX XXXX XXXX XXXX 


ICW Bits 0O--7 8--15 
ICW Fields SCF PDF 
Display B XXXX XXXX XXXX XXXX 


ICW Bits 16 - - 23 24 --31 


ICW Fields LCD PCF DS LEADS 





DATA SET LEADS DISPLAY 


BYTE 1 ae BYTE 1 
A 


Clear to Send Abandon Call and Retry 
Ring Indicator Present Next Digit 

Data Set Ready 

Receive Line Signal 
Receive Data Bit Buffer 































Data Line Occupied 
Digit Present 
Call Request 





Diagnostic Wrap Mode Call Originating Status 


Bit Service Request Bit Service Request 


NO OF PB WHY -| OO 





Zero (not used) Interrupt to Remember 


*The LCD contains X‘3’ (auto-dial) when the DS Leads display dial line information. 


Dynamic Display of 
Registers 


START 


PLACE PANEL 
IN NCP MODE 
















REGISTER 


THAN X‘1F’ 





SET THE ALLOW 
ADDITIONAL 

REGISTER RANGE 
BIT 





PRESS FUNCTION 
SELECT—REGISTER 
ADDRESS , 





SET HEXADECIMAL 
READOUT DISPLAYS 
BAND D TO THE 
ADDRESS OF THE 
REGISTER TO BE 
DISPLAYED 


PRESS INTERRUPT 





Use this procedure to display external register contents in DISPLAY B. The display is 
updated ten times per second until the operation ends. If you display registers other than 
X‘00’ through X‘1F’, you must set the Allow Additional Register Range bit (page 4-7) 


—<—-— e 


“7 


r 
! 
§ 


This step is required only when operating 


pin a PEP environment. 


DISPLAY A and DISPLAY B remain | __ 


hanged. | 
unchange ci 


DISPLAY A = Register address. 
DISPLAY B = Contents of the register. 


; Note: If the register address is invalid, 


DISPLAY A and DISPLAY B display 


all zeros. 
L 








PRESS FUNCTION 
SELECT—6 TO END 


PRESS INTERRUPT 


ALLOW 

ADDITIONAL 

REGISTER RANGE 
NN BIT SET 
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RESET THE ALLOW 
ADDITIONAL 
REGISTER RANGE 
BIT 





DISPLAY @ 


DISPLAY B 


FUNCTION SELECT 
push buttons 


HEXADECIMAL READOUT 
DISPLAYS 


INTERRUPT push putton@ 





NCP CONTROL 


PANEL PROCEDURES 4-5 


Dynamic Display of Storage 


Use this procedure to display two bytes of 3704 storage on halfword boundaries. The 
display is updated ten times per second unti! the operation ends. 


This step is required only when operat- 1 
ing in a PEP environment. - 


Example: If address X’1423’ is entered in | 
push buttons B, C, D and E, the halfword 
displayed will be the contents of bytes 
X‘1422' and X‘1423’. 


DISPLAY A = Storage Address 
DISPLAY B = Contents of the halfword 
at the specified address. 

Note: {f an invalid 3704 storage address 
is entered, DISPLAY A and DISPLAY B 
display all zeros. 


= 
DISPLAY A and DISPLAY B display all '! 
zeros. i 


START 


PLACE CONTROL 
PANEL IN NCP 
MODE 

















PRESS 
FUNCTION SELECT— 
STORAGE ADDRESS 









SET THE 
HEXADECIMAL READ- 
OUT DISPLAY TO 

THE ADDRESS OF 
STORAGE LOCATION 
TO BE DISPLAYED 


PRESS INTERRUPT 


PRESS FUNCTION 
SELECT—6 TO END 


PRESS INTERRUPT 









DISPLAY @ 


DISPLAY °@ 


FUNCTION SELECT 
push buttons 


HEXADECIMAL READOUT 
DISPLAYS 


INTERRUPT push button 6 














Allow Additional 
Register Range Bit 


The Allow Additional Register Range bit must be set to dynamically display or trace 
registers with addresses greater than X‘1F’. A bit is provided, fer test purposes only, 
that can be set on dynamically to allow these displays. When you set this bit on, you 
must be sure that the remaining bits are retained. When you complete the register 
display or trace you must set this bit off and retain the remaining bits in the byte. 


START 


PLACE CONTROL 
PANEL INNCP MODE 


PRESS FUNCTION 
SELECT—1 


SET THE 
HE XADECIMAL READ- 
OUT DISPLAYS B 

AND C TO 80/00 








a This step is required only when 
a operating in a PEP environment. 








a Set Band C to 80 to set the bit on. 

} Set B and C to 00 to set the bit off. 
ORs ote We | yy 1 Bit Oin the byte is turned on and off, 

LL the remaining bits are retained. 












SET THE 
HEXADECIMAL READ- 
OUT DISPLAYS D 

AND E TO X’02’ 


PRESS INTERRUPT 







[ DISPLAY A, Byte 0 = Old value. 
EP eral eka Cod PGE, AP oe ge Byte 1 = New value. 
DISPLAY B contents are meaningless... 


eames 









FUNCTION SELECT 
push buttons 









HEXADECIMAL READOUT 
DISPLAYS 


INTERRUPT push button @ 





NCP CONTROL 
PANEL PROCEDURES 4-7 


Network Shutdown 
(Part 1 of 2) 


4-3 


Auto-network shutdown is an optional NCP-initiated system termination procedure. 
This option must be chosen during NCP generation (ANS = YES specified on the 
BUILD macro). This procedure is initiated (1) when the NCP recognizes it can no 
longer successfully communicate with the host processor or (2) when an operator 
request is made via the 3704 control panel. The active lines in the 3704 are not 
disabled, but any service seeking operations are terminated. A critical situation 
message can be sent to all active terminals if specified during Network Control Pro- 
gram generation. The user-specified message should inform the terminal users that 


the system is shutting down. 


a 
This step is required only when operating H 
in a PEP environment. J 


Terminals are shut down in the same order 
as during an auto-initiated system termina- 
tion procedure. Messages are sent to termi- 
nals if the appropriate options were selected 
during NCP generation. 


PAGE 4-2 


Careers PLACE PANEL 
IN NCP MODE 


PRESS FUNCTION 
SELECT—1 


- SET HEXADECIMAL 
READOUT DISPLAYS 
B - E TO 0000 


PRESS INTERRUPT 













FUNCTION SELECT 
push buttons 


HEXADECIMAL READOUT © 
DISPLAYS 


INTERRUPT push button @ 


Network Shutdown 
(Part 2 of 2) 


The following are the restart procedures for the 3704 after a network shutdown with 
TCAM as the access method in the host processor. 


Auto-shutdown: 
A message is sent to the system console stating that the 3704 is shutting down. After 
the shutdown, TCAM will try to resume normal operation. If the system is unable to 
resume traffic, the operator should intercede and determine the nature of the 
shutdown. 


Operator-initiated shutdown: 
Activate the 3704 at the system console. 


NCP CONTROL 
PANEL PROCEDURES 4-9 


Address Trace Facility 
(Part 1 of 6) 


Use this procedure to obtain an online trace via the control panel. It is available only if 
the option TRACE = YES is specified in the BUILD macro during NCP generation. 

The trace consists of storing one to four variables in a trace table each time an address 
that you specify is accessed in one of the program levels that you specify. Each variable 
can be either two consecutive halfwords in storage or the contents of a general register. 

If you trace registers with addresses greater than X’1F’, you must set the Allow Additional 
Register Range bit (page 4-7). To obtain a trace, execute the following steps in order. 


nN 













= 
This step is required only when operating a 


in PEP environment. } 


PLACE PANEL 
IN NCP MODE 


SET THE ALLOW 
ADDITIONAL 

REGISTER RANGE 
BIT 


This step is necessary only if you trace 7° 
registers that have addresses greater than j----~--— ---—-- 
X1F’. | 


PRESS FUNCTION 
SELECT-—1 





SET THE 
HEXADECIMAL READ- 
OUT DISPLAYS 
B- E TO X‘0001’ 


PRESS INTERRUPT 


SET HEXADECIMAL 
READOUT DISPLAY 
E TO THE PROGRAM 
LEVEL PARAMETER 









This interrupt enables you to begin} 
entering address trace parameters. H 
a 


This parameter entry specifies the pro- 
gram level(s) from which the address 
trace interrupts are accepted, and an 
entry is made in the trace table. Select 
a hexadecimal code indicating the desired 
program level(s). 

Level 2 = X ‘8’ 

Level 3 = X ‘4’ 

Level 4 = X ‘2’ 

Level 5 = X ‘1’ 





Use hexadecimal readout display E; displays 
B, C, and D must be set to zero. 

Example: !f you desire interrupts on pro- 
FUNCTION SELECT gram levels 2 and 3, you would enter X’C’ 
push buttons (X‘8' + X‘4') in display E. 
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HEXADECIMAL READOUT 
DISPLAYS 


| INTERRUPT push button 6 | 


4-10 


Address Trace Facility 
(Part 2 of 6) 


FUNCTION SELECT push buttons 4) 






HEXADECIMAL READOUT 
DISPLAYS 


INTERRUPT push button 6 
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PRESS INTERRUPT 









PRESS 
FUNCTION SELECT— 
STORAGE ADDRESS 
OR REGISTER 

ADDRESS 













SET THE 
HEXADECIMAL READ- 
OUT DISPLAYS 

TO THE ADDRESS 


PRESS INTERRUPT 


1TO4 
VARIABLES 
ENTERED 















4-12 











fond 


' Select the type of variable whose contents 
{_ are to be entered in the trace table. 


| Use B and D for register addresses. For 
L storage addresses use displays B through E. 


The variable number in hex is displayed 
in DISPLAY A, bits 4 through 7. DIS- 
PLAY B displays the address of the last 
variable entered. 


Four is the maximum number of variables. 

If fewer than four variables are to be entered, 
the NCP can be informed that the parameter 
entering sequence is complete by selecting 
FUNCTION SELECT—6 and pressing 
INTERRUPT. If four variables are entered, 
is this is not necessary. 


NCP CONTROL 
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Address Trace Facility 
(Part 3 of 6) 


4-12 


SET THE 
HEXADECIMAL 
READOUT DISPLAYS 
TO THE ADDRESS 
OF THE DESIRED 
INTERRUPT 


Press LOAD ADDRESS COMPARE or PRESS 
STORE ADDRESS COMPARE depending LOAD/STORE 


on the type of operation for which you ADDRESS COMPARE 
desire an address trace interrupt. 


PRESS 
ADDRESS COMPARE 
INTERRUPT 


PRESS 
FUNCTION SELECT-—3 


Activates the address trace; DISPLAY A 


is set to zero and incremented by 1 for 
each interrupt processed. DISPLAY B PRESS INTERRUPT 


contents are meaningless. 


PRESS 


Deactivating the trace starts at this point. 4 FUNCTION SELECT—6 
J TO END 
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ADDRESS COMPARE INTERRUPT push button 5] 
FUNCTION SELECT push buttons 4 | 
HEXADECIMAL READOUT DISPLAYS © 
INTERRUPT push button 6 


LOAD ADDRESS COMPARE push button 12) 


STORE ADDRESS COMPARE push button 
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Address Trace Facility 
(Part 4 of 6) 


INTERRUPT push button 6 


4-13 





PRESS INTERRUPT 
PAGE 4-7 


SET THE ALLOW 
ADDITIONAL 
REGISTER RANGE 
BIT OFF 


ees Se es ee + Deactivates the trace. 










= 
! This step is necessary only if the bit was 
set on at the beginning of the procedure. 


Note: The trace table can be displayed via the console panel, dynamic storage display or 
a 3704 storage dump. 


A pointer to the address trace table can be found in the ATB block described in the 
3704/3705 Handbook, use a storage dump to obtain the actual addresses. A link edit 
map can also direct you to the trace table. 


The contents of the general registers that are used in program level 2 cannot be traced 
with address trace because general registers 0 through 7 are used with both level 1 and 
level 2. Therefore you must trace the register information from the storage locations 
listed below. This is necessary because the address trace is executed in program level 1. 
A save area has been provided in storage at the following locations: 

Register 1 =7A0 

Register 2 =7A4 

Register 3  =7A8 


Register 4 =7AC 
Register 5 =7BO 
Register 6 =7B4 


Register 7 =7B8 
Register 74 =7BC 
Register O =7CO 


The save area contains the contents of the general registers used for level 2 and the con- 
tents of the Lagging Address Register (LAR, X‘74’). 


NCP CONTROL 
PANEL PROCEDURES 4-13 


Address Trace Facility 
(Part 5 of 6) 


Example of Address Trace 


Address trace is used with 3704 hardware and software. The following procedure is an example of tracing the contents of 
three registers each time a program level 2 interrupt occurs for a terminal that is assigned to the interface address X’840’. 
A fixed storage interface adoress list should be provided for your installation. The three registers that are being traced are 
not registers between X‘00’ through X‘1F’; therefore, the Allow Additional Register Range bit must be set to obtain the 


trace information. 


FUNCTION SELECT 
Push Buttons 


Dynamically set the Allow 
Additional Register Range 
bit (page 4-7) off. 


Press FUNCTION SELECT—1 


Press FUNCTION SELECT —1 


Press FUNCTION SELECT— 
REGISTER ADDRESS 


Press FUNCTION SELECT— 
REGISTER ADDRESS 


Press FUNCTION SELECT— 
REGISTER ADDRESS 


Press FUNCTION SELECT-—6 


Press FUNCTION SELECT—3, 
MODE SELECT—ADDRESS 
COMPARE INTERRUPT, 
LOAD ADDRESS 

COMPARE 
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HEXADECIMAL 
READOUT 
DISPLAYS 
BCDE 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Descriptions 


To sample registers other than registers, 
X’00’ through X‘1F’, you must set the 
Allow Additional Register Range bit. 
This step is not necessary if you are 
sampling storage locations or registers 
in the range X‘00’ through X‘1F’. 


Calls the Address Trace routine. 


You can select interrupts on one to 
four program levels. In the example 
all interrupts on program level 2 for a 
particular terminal are being traced. 


Enter the address of register X’42’. 
The contents of this register is the 
first information placed in the trace 
table each time a level 2 interrupt 
occurs for the device that is being 
traced. 


Second entry in the trace table. 


Third entry in the trace table. 


Stops the entering of the variables into 
the trace table. You could enter one 
more variable if you desired. 


Sets the type of compare interrupt for 
a LOAD operation at the address 
(X‘840’) specified. The trace starts at 
this point and runs until it is deactivat- 
ed. 





Address Trace Facility 
(Part 6 of 6) 


Example of Address Trace (Continued) 


HEXADECIMAL 
FUNCTION SELECT READOUT DISPLAYS 
Push Buttons B CG D E 


This step deactivates the Press 
trace. Press FUNCTION INTERRUPT 
SELECT 6. 


Dynamically set the 
Allow Additional 
Register Range 

bit (page 4-17) off. 


Descriptions 


Deactivates the trace. 


Sets the Allow Additional Register Range 
bit off. The address of the trace table can 
be obtained from a Jink-edit map. You 
can display the information dynamically 
or by getting a 3704 storage dump and 
mapping the trace table. 
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Activating the Line Trace 
(NCP/PEP) 
(Local only) 


Line trace is an optional function of the Emulation Program. It is included in the EP 
portion of PEP with NCP if LINETRC=YES is specified on the BUILD macro at 
NCP/PEP generation time. In addition, this procedure may be used with an NCP 
generated for EP functions only (TYPGEN=EP specified with the BUILD macro at NCP 
generation). (See the Wetwork Control Program Generation and Utilities Manual.) 

NCP 3.) 


Use this procedure to activate the level 2 interrupt trace for a line or a group of lines. 
To activate the trace for noncontiguous lines or groups of lines, repeat this procedure 
for each line or group of lines. A subchannel address is represented by either two or 
three hexadecimal digits in the EP generation language, for example, O6A. When acti- 
vating the trace function, only the last two digits are used (that is 6A). 


For each type 2 scanner, only one data set interface can be shown in the level 2 line 
trace. The interface can be selected by using Function 6 to display the data set leads in 
the ICW (see page 3-2) before the line trace is enabled. 


The trace can degrade the performance of the Emulation Program. 
CAUTION | Refer to the EP Storage and Performance Manual for the possible 
effects of the trace on performance. 


START 


PAGE 23 


ACTIVATE 
CONTROL PANEL 


Pee | PAGE 42 
~~~] PLACE THE CONTROL 
PANEL IN EP MODE 


This step is required when operating in es 
a PEP environment. J 


Enter the lowest subchannel address 
in displays B and C. In displays D 

and E, enter the highest subchannel 
address in the range to be traced. If 
only one subchannel address is to be ENTER ADDRESSES OF 


| PRESS FUNCTION 
| 
| 
I 
traced, enter the subchannel address : THE RANGE OF SUB- 
i 


SELECT-2 


in displays B and C and also in displays CHANNELS TO BE 
D and E. To trace all lines, enter TRACED IN THE HEXA- 


X‘OOFF’ in displays B through E or 
the lowest subchannel address in 
displays B and C and the highest 
subchannel address in displays D 
and E. 


DECIMAL READOUT 
DISPLAYS. 





PRESS INTERRUPT 










| 
| 
| 
| 
] 
If you specify lines that were notdefined | PA 
by a LINE macro at EP generation, they | / 
are ignored by the trace function. aa A 
DISPLAY A o NO 
The trace function is activated at this 7 ie HEX DISPLAY 
DISPLAY B @ point and continues until you deactivate | 7 DESIRED 
DISPLAY TO HEX it (see page 4-17). | Pg VER 
push button e@ DISPLAY A = the range of lines for ly 
which the trace has been activated. v PRESS APPROPRIATE 
FUNCTION SELECT | DISPLAY TO HEX 
push buttons e DISPLAY B, Byte 0= the total | PUSH BUTTON 
accumulated count of lines now | 
HEXADECIMAL being traced for ievel 2 activity. | : 
iets e DISPLAY B, Byte 1 = the total | 
INTERRUPT push button accumulated count of lines now 
being traced for level 3 activity. il 
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Deactivating the Line Trace Use this procedure to deactivate the level 2 interrupt trace function for all or some 













(NCP/PEP) . of the lines for which the trace is active. 

(Local only) . 
This step is required when operating We rast pater Sn 22 pen aa 
in a PEP environment. Jj 


IN EP MODE 


PRESS FUNCTION 
SELECT—3 


ENTER ADDRESSES OF 
THE RANGE OF 
SUBCHANNELS FOR 
WHICH THE TRACE IS 
TO BE DEACTIVATED 
IN THE HEXADECIMAL 
READOUT DISPLAYS. 





Enter the lowest subchannel address for a 

which the trace is to be deactivated in | 

displays B and C and the highest sub- | 
channel address in displays D and E. To rc 

| 

| 

I 

| 

| 





deactivate the trace for a single line, 
enter the subchannel address in displays 
B and C and also in displays D and E. 

To deactivate the trace for all lines, enter 
OOF F in readout displays B through E. 


DISPLAY DESIRED 


At this point, the trace becomes inactive 
for the line(s) specified in displays B 
through E. 


e DISPLAY A= the range of lines for 
which the trace has been deactivated. 

e DISPLAY B, Byte 0= the total 
accumulated count of lines still being 
traced for level 2 activity. 

e DISPLAY B, Byte 1 = the total 


accumulated count of lines still being 
traced for level 3 activity. 


YES 


PRESS DISPLAY 
TO HEX 
IE ye St RE PRESS INTERRUPT 







L.—-———-—-—-~--4 


After you deactivate the line trace, you should obtain a storage dump of the 3704 by using 
the dump utility program or the dynamic dump utility program. Refer to the Emulation 
Program Generation Manual for the job control statements. The trace table may be found 
in the storage dump as follows: 


e The trace table pointer is in high storage above the Emulation Program load 
module. Lock for the characters that spell out ‘START TRACE’ on the right-hand 
side of the dump. The trace table pointer starts four fullwords from the area that 
spells out ‘START TRACE’ in EBCDIC. 


e@ The first word is the address of the latest entry in the trace table. The table will 
wrap if full; therefore, you need the address of the latest entry in the table to find 

DISPLAY A a the last entry prior to dumping storage. 

DISPLAY B 


DISPLAY TO HEX 
push button 


@ The second word is the address of the beginning of the trace table. 


@ The third word is the upper limit of the trace table. Each eritry in the table is 8 


FUNCTION SELECT bytes long. 


push buttons 


HEXADECIMAL READOUT 
DISPLAYS 


INTERRUPT push button 6] 
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Activating/Deactivating the 
Line Trace (NCP/PEP) 
(Local only) 


Use this procedure in an NCP/PEP environment to activate or deactivate the tracing of 
level 2 and/or level 3 interrupts for a single line or level 3 interrupts for a group of lines. 


The values for X are as follows: PLACE THE 
ar da rece Leeonly CONTROL PANEL 


X=2, trace L3 only IN EP MODE 
X=3, trace L2 and L3 
X=7, trace L3 on a group of lines 


The values for Y are as follows: PRESS FUNCTION 
Y=0, start trace SELECT—4 
Y=1, stop trace 


The values for ZZ are as follows: 
For X=1, or 3, ZZ=subchanne! address 
For X=7, ZZ=00, all lines currently 


eae ne ae oe SET HEXADECIMAL 
Sy oat ah ae iad READOUT DISPLAYS 
ines being traced. B THROUGH E TO 


‘XYZZ' 
ZZ=FF, all lines defined to utes 


the EP during NCP 
generation. 


At this point, the trace becomes active 


(or inactive) for the line (s) specified in | 
displays D and E. PRESS INTERRUPT 
DISPLAY B, Byte 0 = the total 


accumulated count of lines currently 
being traced for level 2 activity. 
DISPLAY B, Byte 1 = the total 
accumulated count of lines currently 
being traced for level 3 activity. 








DISPLAY @ 


FUNCTION SELECT push button 4 | 


HEXADECIMAL READOUT 
DISPLAYS 


INTERRUPT push button © 
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Line Test Function 
(Panel Test) 
(Part 1 of 11) 








FUNCTION SELECT 
push buttons 


HEXADECIMAL READOUT 
DISPLAYS 


INTERRUPT push button 6 | 









The line test is an optional function provided only with NCP 2 and NCP 3. To include 
the line test function, PNLTEST = YES is specified on the BUILD macro at NCP 
generation time. 


The line test provides a means of testing a communication line via the control panel. 
The test function consists of an initialization subroutine, a series of test subroutines 
and an end-test subroutine. The test can be used to analyze the operation of a line 
by observing the ICW (displayed in DISPLAY A and DISPLAY 8B) (see page 4-3) 
during any part of the test executed in level 2 or level 3. 

If a line is in use by the test function, it is not available to the system. 
If a line is in use by the system, it is not available to the test function. 
Always use X‘50’ to end all test functions to ensure the availability of 
the fine. 


To run the NCP line trace and the NCP line test (panel test) procedures 
together, start the line test procedure first then start the line trace. 






PAGE 4-2 


PLACE PANEL 
IN NCP MODE 


e 
_J This step is required only when operating 
ie a PEP environment. 





ee 






PRESS FUNCTION 


fet eee ‘ F 
SS Se Se SS Se ee fies the NCP line test function. 
SELECT_2 us specifies the ine uncti 









SET HEXADECIMAL 
READOUT DISPLAYS 

B THROUGH E TO THE 
SUBCHANNEL/LINE 
ADDRESS OF THE 
SUBCHANNEL/LINE TO 
BE TESTED. ENTER 
X'2EXX’ FOR EP SUB- 
CHANNELS. ENTER 
X'2XXX’ FOR NCP 
LINES. (XX = EP SUB- 
CHANNEL ADDRESS. 
XXX = NCP LINE 
ADDRESS). 


PRESS INTERRUPT 





This setting specifies the initialization 
| subroutine. The line test must be 

| initialized before the test subroutines 
I can be run. 











e If the line is available to be used 
by the test function, DISPLAY A 
and DISPLAY B contain all ones. 








If the line is already in use or if the - 
line address is invalid, DISPLAY A 
and DISPLAY B contain all zeros. 
There is no way to distinguish 
between a line in use and an invalid 
line address. The NCP continues to 
Operate normally in either case. You 
may retry the line test by entering 

Ds another address. 







Tepe te ep yey eet oe es 
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Line Test Function 
(Panel Test) 
(Part 2 of 11) 


ENTER THE SELECTED 
TEST IN HEXADECIMAL 
READOUT DISPLAYS 
BANDC 


—-—— —— a See charts on pages 4-21 and 4-22. 


ENTER THE INPUT 

DATA BYTE, IF RE- 

QUIRED, IN HEXA- _— es ee charts on pages 4-21 and 4-22. 
DECIMAL READOUT L 

DISPLAYS D AND E 


PRESS INTERRUPT 


PRESS FUNCTION 





SELECT—2 





YES ANOTHER 
_ TEST TO BE RUN 
FOR THIS LINE 


PRESS FUNCTION 
SELECT—2 


ENTER X‘50’ IN 
HEXADECIMAL 

READOUT DISPLAYS 
BAND C 


PRESS INTERRUPT 










This setting specifies the end-test | 
function. 


The test function is terminated and | 
the line is placed ina NO-OP state 
until the NCP takes over for normal | 
usage. 1 

4 


Note: The line test function will not 
work with the 1BM 2848, if the text 
and reply time-outs exceed two seconds. 





FUNCTION SELECT push button 4 ) 


HEXADECIMAL READOUT 
DISPLAYS © 


INTERRUPT push button 6) 
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Line Test Function 
(Panel Test) 
(Part 3 of 11) 


Test Settings for the NCP Line Test Function 
Note: See examples for use on the following pages. 


HEXADECIMAL 
READOUT DISPLAYS 


Functions BandC 


Set Mode (set by NCP 
generation) 


Set Mode (variable) 


Transmit Initial 


Transmit Test Character 
and Fill 


Transmit Test Character 
and Repeat 


Transmit Test Character 
and Turn to Receive 


HEXADECIMAL READOUT 
DISPLAYS D and E 
Input Data Byte 


Set mode character to be 
used instead of the CCB 
byte. 


Test Character* 


Test Character*™ 


Test Character*™ 


Descriptions 


Retrieves set mode byte from the ACB 
and loads it into the line’s SDF. Sets 
the PCF to set mode state and returns 
the line to the NO-OP state. 


Loads the byte from hexadecimal read- 
out displays D and E into the line’s 
SDF. Sets the PCF to set mode state 
and returns the tine to the NO-OP 
state. 


Piaces the PAD/SYN character into 
the line’s SDF and PDF and sets the 
PCF state to X’8’. When the PCF 
state goes to X‘9’ the PAD/SYN 
character is transmitted repeatedly. 


Reads the test character from hexa- 
decimal readout displays D and E and 
places it in the line’s PDF. The line 
must be in transmit mode already 
(PCF state X‘9’). The test character 
is transmitted once and the PAD/SYN 
character repeatedly thereafter. 


Reads the test character from hexa- 
decimal readout displays D and E and 
places it in the line’s PCF. The line 
must be in transmit mode already 
(PDF state X‘9’). The test character 
is transmitted repeatedly. 


Reads the test character from hexa- 
decimal readout displays D and E and 
places it in the fine’s PDF. The line 
must be in transmit mode already 
(PCF state X‘9’). The test character 
is transmitted, then the line is turned 
around to the receive state. When the 
line begins to receive characters, the 
first 15 characters are stored in the 
LTS data buffers, beginning with the 
second byte. The first byte contains 
the last character transmitted (the 
test character). If more than 15 char- 
acters are received, subsequent charac- 
ters are overlapped into the last byte 
position of the data buffer. 





*The test character should be entered according to the tables in the 3704/3705 Handbook for the type of transmission 


code being used. 


NCP CONTROL PANEL PROCEDURES 4-21 


Line Test Function 
(Panel Test) 
(Part 4 of 11) 


Test Settings for the NCP Line Test Function (Continued) 


HEXADECIMAL 
READOUT DISPLAYS 










HEXADECIMAL READOUT 
DISPLAYS D and E 






Functions B and C Input Data Byte 
Auto-answer (Buffer 46 O (X) digit 
0/1 if reply) 
Dial Digit Load | 47 0 (X) digit 
(See Note 1) 
Dial Operate (Buffer 48 (Y) (X) digit 
0/1 if reply) 
Data Rate Select 49 FF=high rate, 00=!ow rate 
Receive Mode 4A None 
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Descriptions 


Performs set mode operation with 
data terminal ready on. When some- 
one dials in, a test is made for start- 
stop or BSC operation. Fer start- 
stop PCF state X‘7’ (receive) is set. 
For BSC, state X’5’ (monitor for 
phase) is set. When character phase is 
detected, state X‘7' (receive) is set. 

If Byte 1, bit 7 is zero and the received 
compare character compares with one 
of the compare characters, the line is 
set to transmit mode and buffer 0 is 
transmitted. If bit 7 is one, buffer 1 

is transmitted. 

Note: Display the LTS to see the data 
received. See Appendix C for a layout 
of the LTS. 


Loads the dial digit from hexadecimal 
readout display E into a 16 position 
buffer. The last digit loaded must be 
X‘F’. X’F’ indicates the end of the 
dial digits. 


Transmits the dial digits previously 
loaded to the auto-call unit. If hexa- 
decimal readout display E is 0, the 
dia! digits are transmitted to the auto- 
call unit, if nonzero, the sequence 
ends after the number of dial digits 
specified in E have been transmitted. 
When the dial is complated, the line is 
put in receive mode. If Byte 1, bit 3 
is zero and a received character com- 
pares with one of the compare char- 
acters, the line is set to transmit mode 
and buffer 0 is transmitted. If bit 3 is 
1, buffer 1 is transmitted. 


Selects the high or low data rate for a 
line previously defined in the test. 


Places the line in receive mode and 
places the first character received in 

the first position of the data buffer. 

!f more than 16 characters are received, 
subsequent characters overlap into the 
last byte position of the data buffer. 


Line Test Function 
(Panel Test) 
| (Part 5 of 11) 


Test Settings for the NCP Line Test Function (Continued) 


Functions 


Change PCF turn 
character 


Present Status 


Transmit Test Character 
and Repeat (SCF bit 7 


set) 
Note: For NCP 3 only 


Transmit Buffer 0 or 1 
(See Note 1) 


Load Buffer 0 
(See Note 1) 


Load Buffer 1 
(See Note 1) 


Load Receive 
Compare 
Character 1 
(See Note 3). 


HEXADECIMAL 
READOUT DISPLAYS 
B and C 


HEXADECIMAL READOUT 


DISPLAYS DandE 
Input Data Byte 


Turn Character 


Displacement into LTS 


Test Character* 


0 (X) digit 


O (X) digit 


(XX) digit 


(XX) digit 


(XX) digit 


Descriptions 


Changes the PCF turn character to the 
value set in hexadecimal! readout dis- 
play E. Display D should be set to 
zero. 


Displays two halfwords of the line test 
control block (LTS) beginning at the 
displacement specified in hexadecimal 
readout displays D and E. See 
Appendix C for a layout of the LTS. 


Presents a status of CE DE to clear a 
hung EP subchannel. This function 
is valid for an EP line only. 


Same as transmit test character and 
repeat except that SCF bit 7 is set. 
This test can be used to transmit a 
character on a SDLC (Synchronous 
Data Link Control) line with inhibit 0 
bit insert set. 


The line is set to transmit mode (PCF 
state X‘8’). When PCF state X‘8' goes 
to PCF state X‘9’ buffer 0 is trans- 
mitted if Byte 1, bit 7 is zero. If bit 7 
is one, buffer 1 is transmitted. When 
the corresponding transmit end com- 
pare character is detected, the line is 
turned around to receive mode. 


if Byte 1, bit 7 is O, the test is ended, 
the line test control block (LTS) is 
cleared, and the line is placed in a NO- 
OP state (drops DTR and resets options 
selected by set mode). If bit 7 is 1, the 
line remains enabled (DTR active). 


The character in displays D and E is 
stored in a 40 character buffer. 


Same as ‘‘Load Buffer 0” except the 
character is stored in buffer 1. 


The character in displays D and E is 
stored as the first receive compare 
character. 





NCP CONTROL PANEL PROCEDURES 4-23 


Line Test Function 
(Panel Test) 
(Part 6 of 11) 


Test Settings for the NCP Line Test Function (Continued) 


HEXADECIMAL HEXADECIMAL READOUT 
READOUT DISPLAYS DISPLAYS D and E 
Functions B and C Input Data Byte Descriptions 


Load Receive Compare (XX) digit Same as Load Receive Compare Char- 


Character 2 
(See Note 3) 


Load Receive 
Compare 
Character 3 
(See Note 3) 


Load Swap Transmit 
Buffer 0 Compare 
Character 

(See Note 3) 


Load Swap Transmit 
Buffer 1 Compare 
Character 

(See Note 3) 


Load Buffer 0 
Transmit End 
Compare Character 


Load Buffer 1 
Transmit End 
Compare Character 


(XX) digit 


(XX) digit 


(XX) digit 


(XX) digit 


(XX) digit 


acter 1 except the character is stored 
as the second receive compare 
character. 


Same as Load Receive Compare Char- 
acter 1 except the character is stored 
as the third receive compare character. 


The character in displays D and E 
(XX) is stored as the swap transmit 
buffer O compare character. 


Same as Load Swap Transmit Buffer 0 
Compare Character except the char- 
acter is stored as the swap transmit 
buffer 1 compare character. 


Stores the transmit end compare char- 
acter to be used by the transmit rou- 
tine into the LTSXENDO field of the 
LTS to determine when all data has 
been transmitted. This character is 
compared with each character retrieved 
from the transmit buffer. When a com- 
pare is made, the line is turned around 
to receive. 


Same as function 58 except the trans- 
mit end compare character is stored in 
the LTSXENDT1 field of the LTS. 





Note 1: The corresponding transmit end compare character must be stored (see function 58 or function 59) before buffer 
O and/or buffer 1 is loaded with data. The last character stored in the buffer must be the same as the character 


stored by function 58 or 59. This character is not transmitted. 


Note 2: Before doing a Load Dial Digits operation (function 47) or Load Buffers 0 or 1 (function 4F), ensure that the 
LTSDCNT field in the LTS is zero by entering X’5899’ then X’4F99Q’ in the hexadecimal readout displays and 


pressing INTERRUPT. 


Note 3: Each received character is compared with the five compare characters in the following order: receive compare 
character 1, 2, 3, swap transmit buffer 0 compare character, swap buffer 1 compare character. If the received 
character compares with one of the receive compare characters, the line is set to transmit mode and the previously 
specified buffer is transmitted. If the received character compares with the swap buffer O character, buffer 0 is 
transmitted; if it compares with the swap buffer 1 character, buffer 1 is transmitted. 
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Line Test Function 
(Panel Test) 
(Part 7 of 11) 


Example of Addressing a Start Stop Terminal (1050) Using Buffers 0 and 1 


HEXADECIMAL 
READOUT DISPLAYS 


Functions B ic D E Descriptions 


Step 11 


| Step 12 


Step 13 


Step 14 


Step 15 


Step 16 


Initialization 2EXX or 2XXX 


Set Mode 4000 


Load Buffer 0 5899 
Transmit End 

Compare Character 

Load Buffer 0 

Load Buffer 0 

Load Buffer 0 

Load Buffer 0 

Load Buffer 0 


Load Buffer 0 


Load Buffer 1 
Transmit End 
Compare 
Character 


Load Buffer 1 
Load Buffer 1 


Load Buffer 1 


Load Buffer 1 


Load Buffer 1 


Load Buffer 1 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Initializes EP line XX or NCP line XXX 
for testing. 


Executes a set mode using the NCP 3 
generation value. 


Stores the buffer 0 transmit end compare 
character into the LTSXENDO field of 
the LTS. 


Loads the pad character, X‘FF’, into 
buffer 0. 


character into buffer 0. 


Loads a © 


Loads the terminal address, X‘A3’, into 
buffer 0. 


Loads the component select address, 
X‘20’, into buffer 0. 


Stores the transmit ending character in 
buffer 0. 


Stores the buffer 1 transmit end com- 
pare character into the LTSXEND1 
field of the LTS. 


Loads the pad character, X‘FF’, into 
buffer 1. 


Loads the end of address character, 
x'34' (©), into buffer 1. 


Loads data character X‘XX’ into buffer 1, 


Loads 


buffer 1. 


Loads LRC character X‘YY’ into buffer 
1. If the same data character is entered 
an even number of times in Step 13, the 
LRC will be , which can be 
entered for X’YY’. 


Stores the transmit ending character in 
buffer 1. 


character, X‘5E’, into 
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Line Test Function 
(Panel Test) 
(Part 8 of 11) 


Example of Addressing a Start-Stop Terminal (1050) Using Buffers 0 and 1 (Continued) 


HEXADECIMAL 
READOUT DISPLAYS 
Functions B C D E 


Load Buffer 1 Press 
Swap Compare INTERRUPT 


Character 


Transmit Buffer 0 Press 
INTERRUPT 
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Descriptions 


Loads the swap compare character for 
buffer 1. If the response from the 
terminal is X‘37’ Y) , after buffer 
0 is transmitted, the line is turned 
around and buffer 1 is transmitted. 


Transmits buffer 0. When X‘99’ is 
detected, the line is set to receive mode. 


Note: After Step 14 is executed, buffer 
O is transmitted to the address of the 


1050 terminal. The line is then set to 
receive mode. If the terminal responds 
witha (©)  (X‘37’), the line is set 
to transmit mode and buffer 1 is 
transmitted. 





Line Test Function 
(Panel Test) 
(Part 9 of 11) 


Example of Loading Data Buffer 0 with 3275 Poll Sequence 































HEXADECIMAL 
READOUT DISPLAYS 
B Cc D E 





Functions 












Load Buffer 0 
Transmit End 
Compare Character 


Press 
INTERRUPT 





Load Buffer 0 





Step 2 Press 


INTERRUPT 





Step Load Buffer 0 Press 


INTERRUPT 











Load Buffer 0 





Step Press 


INTERRUPT 








Load Buffer 0 





Step Press 


INTERRUPT 





Load Buffer 0 





Step Press 


INTERRUPT 











Load Buffer 0 Press 


INTERRUPT 


Step 








Load Buffer 0 Press 


INTERRUPT 





Step 








Load Buffer 0 Press 


INTERRUPT 


Step 





Step 10 | Load Buffer 0 Press 


INTERRUPT 



















Load Buffer 0 Press 


INTERRUPT 


Step 11 








Step 12 Load Buffer 0 Press 


INTERRUPT 








Load Buffer 0 Press 


INTERRUPT 


Step 13 











Step 14 Load Buffer 0 Press 


INTERRUPT 





Load Buffer 0 Press 


INTERRUPT 





Step 15 


* ADDRESS/DATA switch A is always set to zero. 


Descriptions 


Stores the buffer 0 transmit end com- 
pare character into the LTSKENDO. 
field of the LTS. 

Loads leading pad X‘’55’. 

EBCDIC BSC SYN character X‘32’. 
EBCDIC BSC SYN character X‘32’. 
EOT X‘37’. 

Trailing pad X‘FF’. 

SYN character X‘32’. 

SYN character X‘32’. 

General poll address CU = 0. 
General poll address CU = 0. 
General poll device address. 

General poll device address. 

Enquiry X‘2D’. 


Trailing pad X‘FF’. 


Stores the transmit ending compare 
character in buffer 0. 
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Line Test Function 


(Panel Test) 


(Part 10 of 11) 


Example of the Transmit Buffer 0 and Receive Test Function 


HEXADECIMAL 
READOUT DISPLAYS 
Functions B C D E 


Initialization 


Set Mode Using 
CCB Data 


Load Buffer 0 
Transmit End 


Compare Character 


Load Buffer O 


Load Buffer 0 


Load Receive 
Compare 
Character 1 


Transmit Buffer 
0 and Receive 


'*ADDRESS/DATA switch A is always set to zero. 
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Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Descriptions 


Initializes NCP line 20 for testing. 


Issues a set mode using the CCB set 
mode byte. 


Stores (YY) as the buffer transmit end 
compare character. 


Loads Data Buffer 0. Use the line char- 
acter codes in the 3704 / 3705 Handbook 
for the appropriate characters. 


Stores the transmit ending compare char- 
acter in buffer 0. Must be same character 
stored in step 3. 


Loads the compare character to turn the 
line back to transmit. 


Transmits buffer 0 and turns to receive 
when the buffer is empty. Compares 
each received character with that 
loaded in step 3, and turns the line back 
to transmit buffer 0 again if a compare 
is made. 





Line Test Function 
(Panel Test) 
(Part 11 of 11) 


Example of Auto-Answer Using Data Buffer 1 
HEXADECIMAL 
READOUT DISPLAYS 
Functions B C D E 


Initialization 


Set Mode 


Load Buffer 0 
Transmit End 
Compare Character 


Load Buffer 1 


Load Buffer 0 


Load Receive 
Compare 
Character 1 


Auto-answer 
Using Buffer 1 
* ADDRESS/DATA Switch A is always set to zero. 


Note: 
if required. 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 


INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 


Press 
INTERRUPT 





Descriptions 


Initializes NCP line 20 for testing. 


issues a set mode using the CCB set 
mode byte. 


Stores the buffer 0 transmit end com- 
pare character into the LTSXEND field 
of the LTS. 


Loads buffer 1. Buffer 71 must be 
loaded with desired transmission 

before executing the auto-answer 
function. 


Stores the transmit ending compare 
character in buffer 0. 


Loads receive compare character with 
the last expected data character from 
the terminal. Receive compare char- 
acters must be set up to turn the line 
around on the expected response 
from the terminal. 


Sets up line XXX for auto-answer. 


Characters stored in buffer 1 in step 2 must include necessary pads, control characters and checking characters 
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Section 5: 3704 Control Panel Descriptions 


This section describes the function of each push button switch on the local and remote 
3704 control panel. Each contro! is keyed to a section of the contro! panel diagram. 

This diagram is located at the back of the publication and may be folded out for 
reference. The key should help you locate the control on the panel quickly. In addition, 
you are referred from the description of the push button switch or light to the procedures 
in which it is used. The controls are presented in alphabetical order for easy reference. 


CCU CHECK light @ 


Function: Comes on when a CCU check occurs. 


Used in Procedures: 


Resetting a CCU Check (2-19) 


CCU CHECK RESET push button @) 
Function: Turns off the CCU Check light if the CCU checks are no longer present. 


Used in Procedures: 


Resetting a CCU Check (2-19) 
Storage Scan (2-33) 


CHANNEL INTERFACE push button (Local only) @ 


Function: Used to enable and disable channel interfaces. 


Push Buttons: 


e A ENABLE/DISABLE — This push button controls the enabling and disabling of 
channel interface A. The push button includes an indicator, which shows the state 
of the push button not the state of the channel interface. 


e B ENABLE/DISABLE — This push button is an optional feature, present only if 
channel interface B is installed. It operates the same as the A ENABLE/DISABLE 
Push button for channel interface A. 


Indicators: 
e A ENABLED — This light indicates when channel interface A is enabled. 
e B ENABLED — This light indicates when channel interface B, if installed, is enabled. 


Used in Procedures: 


Enabling/Disabling the channel interface (2-9) 
Initial Program Load (IPL) (Local only) (2-10) 
Turning Power Off (2-6) 
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DIAGNOSTIC CONTROL push buttons © 


Function: Used to perform diagnostic tests on the 3704. These push buttons are 
normally for use only by the |BM customer engineer. However, you may use them under 
certain circumstances to execute the procedures listed below. 


Push Buttons: 


PROCESS — This push button should be activated during normal operating conditions. 


BYPASS CCU CHECK STOP — When this push button is activated, the 3704 operates 
as if in DIAGNOSTIC CONTROL—PROCESS mode, except when a CCU check occurs. 
If a CCU check is detected, the auto-IPL sequence is not initiated and the hard stop 

is not entered. However, the CCU CHECK indicator comes on. The 3704 may or 

may not continue to operate properly, depending on the type of check that occurred. 


CCU CHECK HARD STOP — When this push button is activated, the 3704 operates 

as if in DIAGNOSTIC CONTROL—PROCESS mode, except when a CCU check occurs. 

If a CCU check is detected, the 3704 enters the hard stop state, but the auto-IPL sequence 
sequence is not initiated. The CCU CHECK indicator comes on. 


CYCLE STEP — When this push button is activated, the 3704 operates as if in 
DIAGNOSTIC CONTROL—PROCESS mode until the START push button is pressed. 
The first time START is pressed, the 3704 stops. Each time START is pressed and 
released after the first time, the 3704 executes one cycle and stops. If the DISPLAY 
SELECT—STATUS push button is active, the last cycle executed is displayed in the 
CYCLE TIME indicators in DISPLAY A. 


STORAGE SCAN — When this push button is activated, the 3704 stays in the 
DIAGNOSTIC CONTROL—PROCESS mode until the START push button is pressed. 
When START is pressed, the data in storage is parity checked and the operation 
continues until one of the following conditions is met: 


— The control panel is deactivated. 


— The STORAGE SCAN push button is deactivated by switching to another 
DIAGNOSTIC CONTROL position. Normally you would switch to PROCESS. 


— An error is detected in storage. 


STORAGE TEST PATTERN — When this push button is activated, the 3704 stays in 
DIAGNOSTIC CONTROL—PROCESS mode until the START push button is pressed. 
When START is pressed, the test pattern that is in data entry positions B, C, D, and 

E is stored in storage a halfword at a time, starting at the address that is in the SAR. 
This process continues until the push button is deactivated. 


Used in Procedures: 


Storage Scan (2-33) 
Storage Test Pattern (2-32) 


DISPLAY A and DISPLAY B @ 
Function: Varies according to the active DISPLAY SELECT push buttons as follows: 
e When DISPLAY SELECT—STATUS is activated, the DISPLAY A and DISPLAY B 


lights display the check and status information indicated by the labels on the control 
panel. (See Appendix B for an explanation of these lights.) 


e When DISPLAY SELECT—SAR OP REGISTER is activated, the DISPLAY A lights 


display the contents of the Storage Address register (SAR) and the DISPLAY B 
lights display the contents of the Operation (OP) register. 


e When DISPLAY SELECT—DISPLAY REGISTER 1 AND 2 is activated, the DISPLAY 


A and DISPLAY B lights display the program output or control panel display output 
in Display registers 1 and 2. 


Used in Procedures: 


Activating the Line Trace (Local only) 
EP (3-7) 
NCP/PEP (4-16) 
Activating/Deactivating the Line Trace (NCP/PEP) (Local only) (4-18) 
Changing Levels Being Traced (EP) (Local only) (3-8) 
Deactivating the Line Trace (Local only) 
EP (3-9) 
NCP/PEP (4-17) 
Displaying Display Registers 1 and 2 (Program Display) (2-34) 
Displaying the Storage Address Register (SAR) and the Operation (OP) Register (2-31) 
Displaying 3704 Status (2-18) 
Dynamic Display of an ICW, CCB, or BCB (EP) (3-2) 
Dynamic Display of Registers (NCP) (4-5) 
Dynamic Display of Storage 
EP (Local only) (3-10) 
NCP (4-6) 
Initial Program Load (IPL) 
Local (2-10) 
Remote (2-12) 
Line Test Function (Panel Test) 
EP (Local only) (3-10) 
NCP (4-19) 
Resetting a CCU Check (2-19) 
Set Address or Display for Registers (2-25) 
Set Address or Display for Storage (2-27) 
Setting the Control Panel Mode with PEP (4-2) 
Storage Scan (2-33) 
Storage Test Pattern (2-32) 
Storing Data in a Register (2-26) 
Storing Data in a Storage Location (2-28) 


DISPLAY SELECT CONTROL push buttons & 
Function: Determine the type of information displayed in DISPLAY A and DISPLAY B. 


Push Buttons: 


e STATUS — When this push button is activated, check and status information is 
displayed in DISPLAY A and DISPLAY B. 


@e SAR AND OP REGISTER — When this push button is activated, the Storage Address 
register (SAR) is displayed in DISPLAY A and the Operation (OP) register in DISPLAY B. 


e DISPLAY REGISTER 1 AND 2 — When this push button is activated, DISPLAY A 
and DISPLAY B display the information that is in the Display registers (internal 
units in the 3704) from either a programmed data display output or a control panel 
display. 


Used in Procedures: 


Displaying Display Registers 1 and 2 (Program Display) (2-34) 

Displaying the Storage Address Register (SAR) and the Operation (OP) Register (2-31) 
Displaying 3704 Status (2-18) 

Dynamic Display of Storage (EP) (Local only) (3-5) 

Initial Program Load (IPL) (Remote only) (2-12) 

Set Address or Display for Registers (2-25) 

Set Address or Display for Storage (2-27) 
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FUNCTION SELECT push buttons 4] 
Functions: These push button switches perform two types of functions: 


e@e They select one of the program-controlled functions determined by the control 
program. 


@ They determine when the control program is to access a storage location or a register. 


Push Buttons: 


@ 1—The Emulation Program uses the push button to start the dynamic storage display. 
The Network Control Program uses this push button to allow the additional register 
range bit to be set, to initiate network shutdown, and to enter the address trace 
parameter. 


@ 2—The Emulation Program uses this push button to activate the line trace 
The Network Control Program uses this push button to initiate the line test 
function, and for the dynamic display of an ICW. 


e@ 3—The Emulation Program uses this push button to deactivate the line trace. 
The Network Control Program uses this push button to initiate the address trace. 


e 4—The Emulation Program uses this push button to change trace levels. 
The Network Control Program uses this push button to set the control panel mode 
with PEP and for changing the levels being traced. 


e 5—The Emulation Program uses this push button to specify the line test function. 
The Network Control Program does not use this push button. 


e 6—The Emulation Program uses this push button to start the ICW, CCB, or BCB 
displays. 
The Network Control Program uses this push button to end dynamic displays and 
to end the address trace function. An NCP abend while Function 6 is set causes 
a hard stop (even if the start push button is pressed) instead of the normal request 
for IPL. 


e STORAGE ADDRESS — This push button is used with the SET ADDRESS OR DISPLAY 
push button or the STORE push button in storage operations. 
The Network Control Program uses this push button for the dynamic display of storage. 


e REGISTER ADDRESS — This push button is used with the SET ADDRESS OR DIS- | 
PLAY push button or the STORE push button in register operations. 
The Network Control Program uses this push button for the dynamic display of 
registers. 


Used in Procedures: 


Activating the Line Trace (Local only) 

EP (3-7) 

NCP/PEP (4-16) 
Activating/Deactivating the Line Trace (NCP/PEP) (Local only) (4-18) 
Address Trace Facility (NCP) (4-10) 
Allow Additional Register 

Range Bit (NCP) (4-7) 
Changing Levels Being Traced (EP) (Local only) (3-8) 
Deactivating the Line Trace (Local only) 

EP (3-9) 

NCP/PEP (4-17) 
Dynamic Display of an ICW (NCP) (4-3) 
Dynamic Dispiay of an iCW, CCB, or BCB (EP) (3-2) 
Dynamic Display of Registers (NCP) 4-5 


Dynamic Display of Storage 

EP (Local only) (3-5) 

NCP (4-6) 
Generating Channel End/Device End (EP) (3-6) 
Initial Program Load (IPL) (Remote only) (2-12) 
Line Test Function (Panel Test) 

EP (Local only) (3-10) 

NCP (4-19) 
Network Shutdown (4-8) 
Set Address or Display for Registers (2-20) 
Set Address or Display for Storage (2-27) 
Setting the Contro! Panel Mode with PEP (4-2) 
Storing Data in a Storage Location (2-28) 


HARD STOP light @) 
Function: Comes on when one of the following conditions is met: 


e@ The control panel is active, STORAGE SCAN is activated, and an SDR check is 
detected. 


e The CCU CHECK HARD STOP push button is activated, the control panel is active, 
and a CCU check is detected. 


e@ The control panel is active and the RESET push button is activated. 
e ACCU check occurs during IPL phase 2 or 3. 

@ The program decodes an Output X‘70' instruction. 

The light comes on if one of the following conditions occur: 

e@ Power on reset. 

@ IPL phase 1 reset. 

e@ The control panel is active and the START push button is activated. 


HEXADECIMAL DISPLAY CONTROL push buttons @ 


Function: Control the entry of data into and the displaying of data by the hexadecimal 
readout displays B, C, D, and E. 


Push Buttons: 

e SINGLE DIGIT MODE — When this push button is activated, the user enters data into 
the readout displays from the sixteen-position push button keyboard by first pressing 
the desired digit and then pressing the hexadecimal readout display position where 
the digit is to be entered. 

e SERIAL DIGIT MODE — When this push button is activated, the data entered from the 
push button keyboard is shifted into the hexadecimal readout displays automatically, 
from right to left. The display positions are not individually selected by the user. 


e DISPLAY A TO HEX — When this push button is activated, the information in DIS- 
PLAY A is gated to the hexadecimal readout displays. 


e DISPLAY B TO HEX — When this push button is activated, the information in DIS- 
PLAY B is gated to the hexadecimal readout displays. 


Used in Procedures: * 


Activating the Line Trace (Local only) 
EP (3-7) 
NCP/PEP (4-17) 
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Activating/Deactivating the Line Trace (NCP/PEP) 
(Local only) (4-18) 
Character Entry — Serial Digit Mode (2-24) 
Character Entry — Single Digit Mode (2-23) 
Deactivating the Line Trace (Loca! only) 
EP (3-9) 
NCP/PEP (4-17) 
Displaying the Storage Address Register (SAR) and the 
Operation (OP) Register (2-31) 
Displaying Display Registers 1 and 2 (Program Display) (2-34) 
Dynamic Display of an ICW, CCB, or BCB (Local only) (3-2) 
Dynamic Display of Storage (EP) (Local only) (3-5) 
Generating Channel End/Device End (EP) (Local only) (3-6) 
Set Address or Display for Registers (2-25) 
Set Address or Display for Storage (2-27) 
Storing Data in a Register (2-26) 
Storing Data in a Storage Location (2-28) 
* Optional for all control panel operations. 


HEXADECIMAL KEYBOARD © 


Function: Used to enter hexadecimal characters in single digit mode or serial digit mode. 
The keyboard consists of sixteen push button switches representing hexadecimal 
characters 0-F. 


Used in Procedures: 


Serial Digit Mode (2-19) 
Single Digit Mode (2-23) 


HEXADECIMAL READOUT DISPLAYS (B, C, D, aT 9) 


Function: Provide for data entry and display. Each unit can display a hexadecimal 
value 0 to F. Input data can be either the push button keyboard or the information 
displayed in DISPLAY A or DISPLAY B. For data entry purposes, each display unit 
serves the function of a sixteen-position hexadecimal switch set from the push button 
keyboard. In single digit mode, the user places a hexadecimal value in a readout display 
position by first pressing one of the hexadecimal characters on the push button keyboard, 
then pressing the readout display where the character is to be entered. This method can 
be used to enter data or addresses (a maximum of two bytes of data or a four-digit hexa- 
decimal address). Data can be entered in serial digit mode without using the readout 
displays. 


Used in Procedures: 


All hex displays 
Character Entry — Serial Digit Mode (2-24) 
Character Entry — Single Digit Mode (2-23) 


INTERRUPT push button 6) 


Function: When pressed, requests a level 3 interrupt. Normally, this push button is used 
for program-controlled control panel procedures. The control panel must be active to 
use this push button. 


Used in Procedures: 

Activating the Line Trace (Local only) 
EP (3-7) 
NCP/PEP (4-16) 


Activating/Deactivating the Line Trace (NCP/PEP) (Local only) (4-18) 
Address Trace Facility (NCP) (4-10) 
Allow Additional Register Range Bit (NCP) (4-7) 
Changing Levels Being Traced (EP) (Local only) (3-8) 
Deactivating the Line Trace (Local only) 
EP (3-9) 
NCP/PEP (4-17) 
Dynamic Display of an ICW (NCP) (4-3) 
Dynamic Display of Registers (NCP) (4-5) 
Dynamic Display of Storage 
EP (Local only) (3-5) 
NCP (4-6) 
Generating Channel End/Device End (EP) (Local only) (3-6) 
Line Test Function (Panel Test) 
EP (Local only) (3-10) 
NCP (4-19) 
Network Shutdown (4-8) 
Setting the Control Pane! Mode with PEP (4-2) 


LAMP TEST push button ® 


Function: Turns on all control panel lights except the hexadecimal readout displays. 
This push button is effective only when the control panel is active. 


Used in Procedures: 
Lamp Test (2-16) 


LOAD push button 6 


Function: Causes the 3704 to be reset and starts an IPL sequence. This push button is 
effective only when the control panel! is active. 


Used in Procedures: 


Initial Program Load (IPL) 
Local (2-10) 
Remote (2-12) 


LOAD ADDRESS COMPARE push button @ 


Function: Used to determine whether data from a specific storage location is loaded into 
a general register or whether the instruction at a specific storage location is ever executed. 


Used in Procedures: 


Address Trace Facility (NCP) (4-10) 
Load Address Compare (2-30) 


LOCAL POWER push button (Local only) ® 


Function: Enables power to be turned on or off only at the 3704 control panel. 


Used in Procedures: 


Turning Power On (2-5) 


MODE SELECT push buttons @ 


Function: Select the mode of operation of the 3704. 
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Push Buttons: 

e PROCESS — This push button should be activated during normal operating conditions. 

e INSTRUCTION STEP — When this push button is active, the 3704 executes one 
instruction each time the START push button is pressed. 


e ADDRESS COMPARE PROGRAM STOP — When this push button is activated, an 
equal compare detected during an address compare operation causes program execution 
to stop. 


e ADDRESS COMPARE INTERRUPT — When this push button is activated, an equal 
compare detected during an address compare operation causes an interrupt to program 
level 1. 


Used in Procedures: 


Address Trace Facility (NCP) (4-10) 
instruction Step (2-22) 

Load Address Compare (2-30) 
Store Address Compare (2-29) 


PANEL ON/OFF push button ® 


Function: Controls enabling and disabling the control panel. When the control panel is 
off (inactive), none except the power-control push buttons (LOCAL POWER, REMOTE 
POWER, POWER ON, and POWER OFF) can be activated, and the 3704 operates as if 
the following push buttons were activated—-MODE SELECT—PROCESS, DIAGNOSTIC 
CONTROL-—PROCESS, DISPLAY SELECT—STATUS, FUNCTION SELECT—STATUS, 
and HEXADECIMAL DISPLAY CONTROL—SINGLE DIGIT MODE. Power on forces 
the PANEL ON/OFF push button to the OFF (inactive) state. 


Used in Procedures: 


All control panel procedures. 


POWER CHECK light @ 


Function: Comes on when either an overvoltage, an undervoltage, or an overcurrent 
condition is sensed. The indicator is reset by pressing the POWER OFF push button. 


Used in Procedures: 


Resetting a Power Check (2-7) 


POWER OFF push button ® 


Function: Initiates a power off sequence and resets the POWER CHECK indicator. 


Used in Procedures: 


Turning Power Off (2-6) 
Resetting a Power Check (2-7) 


POWER ON push button ® 


Function: Initiates a power on sequence. When the power on sequence is complete, the 
indicator on the push button comes on. The POWER ON push button is effective only 
when the LOCAL POWER push button is active. 


Used in Procedures: 
Turning Power On (2-5) 


PROGRAM DISPLAY light @ 


Function: Comes on when one or both of the display registers contain program output. 
Pressing the DISPLAY SELECT—DISPLAY REGISTER 1 AND 2 push button causes 
DISPLAY A and DISPLAY B to display the program output. 


Used in Procedures: 


Displaying Display Register 1 and 2 (Program Display) (2-34) 


PROGRAM STOP light @ 
Function: Comes on when a program stop occurs. The indicator comes on when: 


e An address compare'is made and the ADDRESS COMPARE PROGRAM STOP push 
button is activated. 


e Instruction stepping is in progress. 
e Ahard stop occurs. 
e@ Thecontrol panel is active and the STOP push button is pressed. 


e A storage test pattern or a storage scan operation is in progress. 


Used in Procedures: 


Store Address Compare (2-29) 
Storing Data in a Register (2-26) 
Storing Data in a Storage Location (2-28) 


RESET push button @ 


Function: Resets all conditions. This push button is effective only if the control panel 
is active. After the RESET push button is pressed, IPL is required to resume normal 
operation. 


Used in Procedures: 
Initial Program Load (IPL) (Local only) (2-8) 


REMOTE POWER push button (Local only) 12) 


Function: Enables power to be controlled only from the power interface cable. 


Used in Procedures: 


Turning Power On (2-5) 


SET ADDRESS OR DISPLAY push button © 


Function: Sets the address of a storage location or a register and then displays the 
contents. This push button is active only when the FUNCTION SELECT—STORAGE 
ADDRESS or FUNCTION SELECT—REGISTER ADDRESS push button is active. 


Used in Procedures: 


Set Address or Display for Registers (2-25) 
Set Address or Display for Storage (2-27) 


START push button © 


Function: Resets the HARD STOP light and the PROGRAM STOP light unless the STOR- 
AGE SCAN push button or the STORAGE TEST PATTERN push button is activated. It 
initiates an instruction step, a cycle step, a storage scan, or a storage test pattern operation. 
The START push button is effective only when the control panel is active. 
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Used in Procedures: 


Instruction Step (2-22) 

Load Address Compare (2-30) 

Resetting a CCU Check (2-19) 

Storage Scan (2-33) 

Storage Test Pattern (2-32) 

Store Address Compare (2-29) 

Storing Data in a Register (2-26) 

Storing Data in a Storage Location (2-28) 


STOP push button 6 


Function: Sets the program stop light and stops program execution but not cycle steal 
operations. This push button is effective only when the control panel is active. 


Used in Procedures: 


Displaying the Storage Address Register (SAR) and the Operation (OP) Register (2-31) 
Storing Data in a Register (2-26) 
Storing Data in a Storage Location (2-28) 


STORAGE ADDRESS DATA push buttons (See Hexadecimal Readout Display B, C, D, 
and E push buttons) 


STORE push button © 


Function: Used to store data from the hexadecimal data entry positions into a storage 
location or into a register. Each store operation (except for successive stores in a store 
operation) must be preceded by a SET ADDRESS OR DISPLAY operation. 


Used in Procedures: 


Storing Data in a Register (2-26) 
Storing Data in a Storage Location (2-28) 


STORE ADDRESS COMPARE push button ® 


Function: Used to determine whether data from a general register is stored into a 
specific storage location. 


Used in Procedures: 


Address Trace Facility (NCP) (4-10) 
Store Address Compare (2-29) 


TEST light @ 


Function: Comes on under any of the following circumstances: 

e The DIAGNOSTIC CONTROL push button is not in PROCESS mode. 
e The MODE SELECT push botton is not in PROCESS mode. 

e An Output X‘79’ instruction is executed with byte 1, bit 2 on. 


e A Power-On Reset or an IPL reset occurs. 
The TEST light can be turned off by an Output X‘79’ instruction with byte 1, bit 3 on. 


Used in Procedures: 


Initial Program Load (IPL) (Local only) (2-10) 
Instruction Step (2-22) 


THERMAL CHECK light @ 


Function: Comes on when a thermal switch senses a temperature that exceeds its limits. 
A thermal check causes a power-down sequence to occur. This condition cannot be reset 
from the panel. A service representative should be called to check the machine. 


WAIT light @® 


Function: Comes on when the CCU is idle (for example, the CCU is not taking instruc- 
tion cycles or cycle steal cycles). 


Used in Procedures: 


Turning Power Off (2-6) 
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Appendix A: Register Addresses 


Register Type Register External Register Address 
(Hex) 
General Registers, Group 0 RegisterO . . ..... +... 00 
(Program Levels 1 & 2) Register? . . . . .. . . . «01 
Register2). . . . . . . .. 02 
Register3 . ....... . O08 
Register4 ..... . . . . 04 
Register5 . . . . . . «605 
Register6 . ..... .. . 06 
Register7 . . .... .. . OF 
General Registers, Group 1 RegisterO . . . . . . . . . 08 
(Program Level 3) Register1 . . . .... . . 09 
Register2 . . . ...... OA 
Register3 . . ..... . +. OB 
Register4 . . ... ... . 0C 
Registee5 . . ..... =. . 0D 
Register6 . . . .. . . . . OE 
Register7 . . . .. . . . . OF 
General Registers, Group 2 RegisterO . . ....... 10 
(Program Level 4) Register 1) ae ee Se es ce 
Register2 . . ...... . «712 
Registers... choke 4 Se ot a ae AB 
Register4.......... 14 
Register5 . . ...... . 18 
Register 6: 2s oe we woe eo 16 
Pedistets? “3. S. Sa a es oa cea 2 A 
General Registers, Group 3 RegisterQOQ ... . ..... =. «18 
(Program Level 5) Register 1... .... 2... #19 
Registee2 ........ . 1A 
Register SS “eg ae a eo se SEB 
FREQISTER A: oc. > ee ce a wee Bo NS 
Register5 . . . .... . . «1D 
Registee6 . .... . . . +. +TE 
Register7 . . ... . . . . *+CTF 
Type 1 Communication Scanner Interface Address . . . . . . 41 
CIEL Ax. a+ cera, bo ks Hh Sa eg, AD 
CNTY BIG. «oaks 2 Ge oe, ee 28 
etatus: «ww 4k ee ee AS 
Type 2 Communication Scanner Interface Address . ... . . 40 
Check Register . . . ... . 48 
ICW Input Register O-15 . . . . 44 
ICW Input Register 16-31 , . . . 45 
Display Register . . . .. . . 46 
ICW Input Register 32-45... 47 


REGISTER ADDRESSES A-1 


Register Type Register External Register Address 


(Hex) 
Type 1 Channe! Adapter Initial Selection Control . . . . 60 
Initial Selection Address 
and Command... . . . 61 
Data/Status Control be ae SEZ 
Address and ESC Status Bytes . . 63 
Data Buffer Bytes1,2 . . . . . 64 
Data Buffer Bytes3,4 . . . . . 65 
NSC Status Byte. . . . . . . 66 
Controls: 6... 45-8. Soe oe OF 
Central Control Unit Storage Size Installed . . . . . 70 
Panel Address/Data 
Entry Digits . . . . .. . 71 


Panel DISPLAY/FUNCTIO 
SELECT push button Controls . 72 


Insert Key . . . . . . O78 
Lagging Address Register (LAR). . 74 
Adapter Interrupt Requests 

Group 4c. > ks 4a os &. Goer WE 
Adapter Interrupt Requests 

GOUD 2s a ee a> ee ks oe oe 
tI: 3. So alt pe we ee a AO AY 
BSC’ CRG 3) a. So as A ke a OTB 
CCU Check Register. . . . . . 7D 
CCU Interrupt Requests 

Groupl.g eo wee Sak oe a ee VE 


CCU Interrupt Requests 
Group 2%) - 40 i oes ea a ee TE 


Appendix B: Functions Of The Display A 
And Display B Check And 


Status Lights 


DISPLAY A Check Lights 


DISPLAY A Status Lights 


DISPLAY B Check Lights 


The DISPLAY A and DISPLAY B lights on the 3704 control panel show the information 
described in the appendix when the DISPLAY SELECT—STATUS push button is activated. 


Note: Whenever one of these lights comes on, the CCU CHECK light should also be on. 
BYTE 0 and BYTE 1 (two lights): Come on when a parity check occurs in the data path. 


OP REG: Comes on when a parity check occurs in the Operation (OP) Register. The 
BYTE 0 and/or BYTE 1 check light also comes on. 


CLOCK: Comes on when a clock check occurs. 


LVL 1 PROG: Comes on when a program check in level 1 occurs. 


| CYCLE: Comes on at the beginning of an instruction execution cycle and goes off at 
the end of the cycle. If this light is off for any noticeable length of time, the HARD 
STOP, PROGRAM STOP, or WAIT light should be on for the same !ength of time. 


CS CYCLE: Comes on at the beginning of a cycle-steal cycle and goes off at the end of 
the cycle if no other cycle-steal cycle is to follow immediately. 


CYCLE TIME (five lights): Indicate the 3704 machine cycle that is currently being 
executed. 


ADAPTER CHECK: Comes on when any adapter requests a program level 1 interrupt. 


IN/OUT CHECK: Comes on when the CCU detects any of the following check 
conditions: 

e SDR parity check during an Input instruction. 

e@ An Input or Output instruction executed in program level 5. 


e An Input or Output instruction executed at an address not recognized by the CCU or 
any adapter. 


ADDRESS EXCEPTION: Comes on when an address greater than the maximum available 
address is addressed during instruction execution. 


PROTECTION CHECK: Comes on when an attempt is made to execute in or to change 
protected data. 


FUNCTIONS OF THE DISPLAY A 
AND DISPLAY B CHECK AND STATUS LIGHTS _B-1 


DISPLAY B Status Lights 


B-2 


INVALID OP: Comes on when the CCU detects an invalid operation code. 


ADDRESS COMPARE: Comes on when an equal compare is detected during a Store 
Address Compare or a Load Address Compare operation. 


IPL PHASE (two lights): Display a binary designation of the three IPL phases. A 
steady display for IPL phase 1 and 2 indicates a 3704 hardware failure. A steady display 
for phase 3 indicates an unsuccessful program load. 


C/Z ACTIVE LEVEL (two lights): Indicate the state of the condition latches for the 
active program level. 


ENTERED INTERRUPT LEVEL (four lights): Indicate which of the five program 
levels are active or have entered interrupt requests. If none of the lights are on, level 5 is 
active. !f more than one light is on, the highest priority program level is the active 
level. (Program level 1 has highest priority.) 


Appendix C: Aids For Reading The 
Display Lights 


Binary Conversion of Control Panel Displays 


The lights in DISPLAY A and DISPLAY B on a 3704 control panel show a binary repre- 
sentation of register or storage data. You are given the hexadecimal equivalent of the 
binary value when asked to read these lights. The following are the equivalent values. 
(Four binary digits = one hexadecimal digit.) 


Binary Hexadecimal Decimal 
0000 0 0 
0001 1 1 
0010 2 2 
0011 3 3 
0100 4 4 
0101 5 5 
0110 6 6 
0111 7 7 
1000 8 8 
1001 9 9 
1010 A 10 
1011 B 11 
1100 Cc 12 
1101 D 13 
1110 E 14 
1111 F 15 


For example, a hexadecimal value of 30A5 would appear as follows. 


Byte O Byte 7 


0011 0000 1010 0101 


3 0 A 3) 


AIDS FOR READING 
THE DISPLAY LIGHTS C-1 


Type 1 Scanner 
Bit Control Block (BCB) 
(EP) 


C-2 


Note: Refer to the /BM 3704 and 3705 Program Reference Handbook for details of the 
CCB bytes and BCB bytes. 


Switch Hex : 
(C) (Disp) BYTE O BYTE 1 


pee CCB Address 
02 Address of next BCB in bit/character 

service queue 

i Address of bit service routine 
Secondary Control Parallel Data 
Field (SCF) Field (PDF) 
Pointer to LCD/PCF field 
PCF vector table 


Serial Data Field (SDF) 
Transmit/Receive mask 


a BSC SYN character | Start-Stop shift count 
Start-Stop 
transmit break mas 












Note: The contents of the Type 1 Scanner LCD and PCF fields are as follows: 


LCD PCF 


Start/Stop 
BSC 

Dial Line 
Disabled 


_ 
a 
co) 
D 
¢ 
co] 
= 
1S) 





Note: The PCF field is the same as for a Type 2 Scanner. Refer to the 3704 and 3705 Principles of 
Operation manual! for details. 


Character Control Block (CCB) 
(EP and PEP) 


Use this CCB layout with an EP stand-alone or an NCP 2 or NCP 3 with PEP dynamic display. Settings for Hexadecimal 
Readout Displays B and C are given. 


CCBDATA 


(CCBSUB1) 
0 
0 
1 
1 
1 









Data Buffer O 
CCBDATA1 
Data buffer 1 


CCBSOLNK 
Status out queue forward chain 


pointer 


















CCBSVLNK 
Data service queue forward chain 
pointer 











CCBBTLCD 
Type 1 LC® for set PCF line use 






CCBSUBCH 
Multiplexer subchannel address 

















CCBSTAT 
Final line status byte 


CCBSENSE 
Final lines sense byte 










CCBLRI 
Line request information 






CCBCMD 
Current command for CCB 
















CCBCSENS 
Current sense 






CCBCSTAT 
Current status 














CCBCAC 
Character address counter 


CCBSVSTC 
Service/status flag byte 











' CCBTMADR 


Time-out routine displacement 
into branch table 


CCBACADR 
Auto-call Address 


CCBOPT CCBOPT2 — 
CCB option byte 1 Option byte 2 


CCBSTMOD CCBLCD _ 
Set mode byte Line control definition (LCD) 
(output X‘46’) field. High 4 bits contain 
line control definer, low 4 bits 
contain O 


CCBCLOCK 
Timer count field 









Sa ae 
2 
2 
2 
2 
2 
2 


4 
i ae 
a eae 
ha ae 
oe ee ee 
1c 


22 
23 
24 
26 
7 
28 
9 
A 
B 
C 
D 
2E 











AIDS FOR READING 
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Character Control Block (CCB) 


Start-Stop Extension 


2F 
CCBLRC 
SS longitudinal redundancy check 
byte 
PEP flags 
For EP stand-alone unused 
22 















CCBSSC 
SS control flags byte 













































31 CCBLGT 
SS line group table pointer 
32 24 CCBL2 
Level 2 interrupt address 
Binary Synchronous Extension 
30 20 For PEP CCBPEPFL 
PEP flags 
For EP stand-alone 
unused 
31 22 CCBSYN CCBEOT 
BSC EBCDIC BSC EBCDIC or 
or USASCII USASCII EOT 
SYN character character 
32 24 CCBL2 
Address of current level 2 
character service routine 
33 26 
CCBFLGB1 CCBFLGB2 
Flag byte 1 status Flag byte 2 terminal type 
34 CCBL2A1 
Lost Data Routing 
35 : 


CCBDLCOM 
CCB address if dual communications feature is installed (2701 
emulation only). 


aa ; 


Station Select Feature Extension (Optional) 





CCBSADR CCBGADR 
Station selection address and Group selection address 


station poll address. These two 
addresses differ in bit position 2 





c-4 


Line Test Control Block (LTS) 
(NCP 1 and NCP 2) 


Use this LTS layout with the NCP dynamic display. Hexadecimal Readout Displays B and C are always set to X ‘4C’. 


Hex Displacements Field Descriptions 


|e! i vara 
08 















Peneel:bys PAD or SYN character for this line. 

















LTSMSDF 
The system generated Set Mode SDF. 


LTSXTPCF 
The system generated LCD vaiue 


LTSLNAD 
The line address of the line being tested. 
LTSSVL2 
The saved CCBL2 for the line being tested. 


LTSDIALL 
Buffer for receive data characters or auto-call dial digits 










DLIMETER 
Counter for non X‘FF’ data characters when receiving 


ae DIGCNTR 
Counter for auto-call dial digits and receive data characters 
ic LTSACLN 
; Auto-call line address 


LTSL2 
Address of entry point for level 2 interrupt 












LTSSVL3 
Saved level 3 address used in a dial operation. 


22 ALLONES 
Constant of all ones 


AIDS FOR READING 
THE DISPLAY LIGHTS C-5 


Line Test Control Block (LTS) 
(NCP 3) 


Use this LTS layout with the NCP 3 dynamic display. Hexadecimal Readout Displays B and C are always set to X‘4C’. 


Hex Displacement Field Descriptions 
































LTSCTL 
LTSPDSYN 
Control byte PAD or SYN character for this line. 
02 
LTSSTMD Sloe 
The system generated set mode SDF. The system generate vane: 
08 
OA LTSDIALL 
oc Buffer for receive data characters or auto-call dial digits 
OE 
10 
12 








LTSNFCNT 
Counter for non X‘FF’ data characters when receiving 











LTSNOCNT 
Counter for non X‘00’ data characters when receiving 












LTSERCNT 
SDLC (synchronous data link control) receive error counter 













LTSDCNT 


Counter for auto-call dial digits 
and receive data characters. 


20 LTSACLN 
Auto-call line address 
22 LTSXL2 
Transmit Level 2 pointer 
24 LTSRL2 
Receive Level 2 pointer 
26 LTSDATAP 
Transmit buffer pointer 
LTSRCC1 LTSRCC2 
Receive compare character 1 Receive compare character 2 
2A LTSRCC3 LTSWAP1 
Receive compare character 3 Swap transmit buffer 0 compare character 


2C LTSWAP2 LTSXENDO 
Swap transmit buffer 1 compare character Buffer 0 transmit end compare character 
2E LTSXEND1 
Buffer 1 transmit end compare character 






LTSTURN 
Transmit turn LCD/PCF 
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Note: The Unit Protection Key is not shown in this diagram. It is located halfway down the right’ 
side of the 3704 control panel. It allows the operator to enable/disable the control panel 











Display A ByteO __ 











switches (except power on/off) with a key controlled switch. The disable position will CCU Check 
prevent inadvertent or unauthorized use of the control panel. When in the disable position, 

the setting of the Storage Address/Register Data switches can be entered as input by the 1) 

aon Byte 0 Op Reg Clock Lvl 1 Prog 







Display’ B Byte: 0 a he ee 
Address IPL Phase__ Adapter In/Out Address Protection 
Compare ~ Check Check Exception Check 





MODEM LINE EQUALIZER 


Signal Quality Meter 


















Channel Interface 









Enabled Note: The remote 3704 contro! 
panel does not have the 
Channel Interface push 


Enable/ Enabled 


Disable 


O 






HIGH 


OA 





Modem Equalizer Panel 


Note: The remote 3704 does not have an Equalizer Panel. 


‘Customer 


Customer Engineer 


(Mounted on the Side of the 3704) 





Clocks | 


ais ee, Saeed 








Diagnostic 
Control 







Check Control 


Storage 
Test 
Pattern 


Storage Test |- 





Function 
Select 





Mode Process 
Select . 
O 


_ - 


Figure D-1, 3704 Control Panel 





Instruction 
Step 


O 


[= | nterrupt 





CCU 
Check 
Hard Stop 





O 


Storage 
Address 


O 





O | buttons and indicators. 





Cycle 
Step 


Register 
Address 


Address 
Compare 
Interrupt 


© 


i mdf If aera | 


=] 


~ 


("Axel 


© 


right 
inel 
iI 
sition, 
he 


locks 


4) 













Display A Byte O 
CCU Check 


@ Byte 0 





Byte 1 





Display B Byte O 


Compare 








Channel Interface 
Enable/ 
Disable 


O 


Storage Test |- 


Function 
Select 





Mode 


Select 


6 


Start Stop 


Figure D-1. 3704 Control Panel 





Address IPL Phase 











Diagnostic Process 
Control 
Check Control! | O 


Storage 
Test 
Pattern 
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APPENDIX D: 3704 CONTROL PANEL DIAGRAM 


Display A Byte 1 
Cycle Time 


| cs 
Cycle Cycle 1 2 3 4 5. 





Clock 





Op Reg Lvl 1 Prog 





‘Display B Byte 1 
Adapter In/Out Address Protection Active Level 
Check Check Exception Check 


Invalid 
OP Cc Z 1 2 3 4 



















Display 
Select and 
Control Op Register 


O 


Serial Display A Set 
Digit To Hex Address 
Mode or Display 


O O 


ByteO B 






Enabled Note: The remote 3704 control 
panel does not have the @ 


Enabled Enabie/ 


Disable 


O 






Channel Interface push 


On. buttons and indicators. 








Hexadecimal Store 
Display 


Control 





CCU Cycle 
Check Step 


Hard Stop © 


O O 





Bypass 
CCU 
Check Stop 





Storage Address ByteO C 
‘Storage Data 
Register Address 


Register Data 


Byte1 D Byte1 E 





Storage 
Scan 


ne 
& | 
_ 
nae 
TCL 
EE 
LC 


Storage Register 
Address Address 


Program 
Display 


Power 
Check 


Local Remote 
Power Power 
O O 


Lamp Panel Power Power 
Test On/Off On Off 





Wait Program Hard Test 
1 Stop Stop 
O aes | Koen 
Note: The LOCAL POWER and the 
REMOTE POWER push buttons 


are not on the remote 3704 - 
control panel. 








Address 
Compare 


Instruction 
Step 


Interrupt 


tie 


O 


Interrupt 





O O 


_3704 CONTROL PANEL DIAGRAM _—D-1 


Appendix E: 3704 Error Recovery Procedures 


The procedures in this section may be performed at the user’s option and are provided to 
assist in determining the cause of and correcting error conditions in the 3704, 


If you suspect a problem with the hardware or the control program resident in the 3704, 
it is to your advantage to determine, as closely as possible, the source of the failure be- 
fore calling your service representative. This often reduces the length of the service call 
and eliminates calls to the wrong service representative. 


Defining the problem is sometimes simple, as with CCU checks. The lights on the control 
panel display CCU check and status information. You can try to reset the error by 
following the procedure on page 2-19. If this fails, you have a record of the information 
about the error ready for the service representative when he arrives. 


In other cases determining the cause of the error is more difficult and may require that 
you run additional test procedures. 


The first part of this appendix is a simple checklist to use in determining the possible 
cause of an error. The remaining procedures are modem tests with EP and NCP as well 
as an equalization procedure to be used for Jine adjustments. The modem tests check for 
errors in data transfer that may be caused by a failing modem unit. 


ERROR RECOVERY PROCEDURES: _ E-1 


Error Recovery Checklist 


E-2 


The following steps may be used as a checklist for determining the possible cause of an 
error condition before calling your Service Representative. 


1. Are all control panel switches set to the proper positions and push buttons pressed as 
directed by the procedure you are following? 


. Has the control panel been properly activated? 
. Have you checked all control panel lights for the proper indications? 
. Is the channel enabled or disabled as the procedure you are following directs? 


. Ensure that all error codes are recorded from DISPLAY A and DISPLAY B on the 
3704 panel. 


oO fF W ND 


Modem Error Recovery 
(Part 1 of 6) 


Problem: 


Note: 


START 
VISUAL CHECK 


IBM 1200 bps 
INTEGRATED MODEM 
(LEASED/SWITCHED) 

OR 

IBM 2400 bps 
INTEGRATED MODEM 
(LEASED/SWITCHED) 









SERVICE 






YES 













CALL APPROPRIATE 


REPRESENTATIVE 


CALL APPROPRIATE 





The CPU operator receives an operator awareness message at the system console 
or the remote terminal calls and reports no messages received. 


The term remote refers to the modem at the other end. Test 1 for external! or 
remote modems and Test 2 for integrated modems in the controller are modem 
internal wrap tests. 


Check the cables and switches on the 

| jocal unit, then cali the remote location to 
have the operator check the remote unit. 

| Check that modems are same speed. 


rm 
; he panel test (modem tests) procedures 
must be selected for the program at 
_-, system generation time. 
L 
[ The user at the remote location should 
refer to documentation on external or 
remote modems for running Test 1. 
| Test 2 for EP or NCP is on pages E-19 
Land E-20. 












I 
I 
NCP OR EP NO eeaee | 
RUNNING REPRESENTATIVE , 
| 
YES 
te AT THE REMOTE 
A LORE ves |TERMINAL, RUN TEST 1 
MULTIPOINT YES FOR EXTERNAL MODEM, 
OCCUR ON ONLY 
MASTER a PE AMINAL: RUN TEST 2 FOR 
INTEGRATED MODEM 
NO NO 
cy DID 
ae CALL MODEM SERvice |_YES aed 
: REPRESENTATIVE aie 





NO 


E-8 


ERROR RECOVERY PROCEDURES: E-3 


Modem Error Recovery 
(Part 2 of 6) 


E-4 





PAGE E-19/E-20 


RUN TEST 2 PARTS 1,2, 
3 ON LOCAL MODEM 







CALL HARDWARE 
SERVICE 
REPRESENTATIVE 
















NO 






RUN TEST 1 OR TEST 2 
FOR THE REMOTE 
MODEM 






DID 
TEST 1OR TEST 2 





REMOTE MODEM 
PROBLEM 


Modem Error Recovery 
(Part 3 of 6) 


E-5 








e 
‘Only the following line sets require 
27 equalization: 1L, 1M, 1X, 1Y 


DOES MODEM 
<REQUIRE MANUAL 
EQUALIZATION 


YES 


NO E-6 






LEASED MODEM 
(OTHER THAN 

MENTIONED 

ABOVE) 





RUN AUTO-CALL AND 
AUTO-ANSWER TEST 








RETURN TO NORMAL (if error conditions recur, call your 
OPERATION ; service representative 
& 





ERROR RECOVERY PROCEDURES: 


E-5 


Modem Error Recovery 
(Part 4 of 6) 


E-6 










PAGE E-21/E-22 


RUN TEST 3, PARTS 1 
AND 2 AND RETURN 
HERE 





ager ea 4 Remote modem should be set up for 
Test 4. 







OPERATE _ 
LIGHT BLINKING 
OR SPACE COUNT 
INCREMENTING AT 


REMOTE MODEM 
TEST 4 


AT REMOTE 
OK 











EQUALIZE THE 
REMOTE MODEM 











CABLES, POWER 
AND SWITCHES 





IS 
REMOTE SIGNAL 
LIGHT ON OR 

RSLD ON 











CORRECT AND RETURN 
TO NORMAL OPERATION 















PAGE E-21/E-22 


PAGE E-21/E-22 


DO TEST 3 PART 3 
AND CONTINUE 





CALL COMMON CARRIER 
AND RUN TEST 3, PART 3 










PAGE E-23/E-24 


RUN TEST 4 PARTS 1 
AND 2 


en eek eas as Run Test 4 on local modem. Remote 
{| Modem must set up for Test 3. 
— 


PAGE E-21/E-22 


RUN TEST 3 PART 3 






E-6 


Modem Error Recovery 
(Part 5 of 6) 


E-7 






PAGE E-9 


EQUALIZE YES 
LEASED LINE 







SPACE 
COUNTER 
INCREMENTING 













TEST 
4 ON LOCAL 
OK 


YES 





COUNTER STILL 
INCREMENTING 





PAGE E-23/E-24 










CALL COMMON 
CARRIER AND RUN 
TEST 4 PART 3 






PAGE E-23/E-24 


RUN TEST 4, PART 3 


RETURN TO NORMAL 
OPERATION 


CALL SERVICE NO 
REPRESENTATIVE 
YES 








ERROR RECOVERY PROCEDURES: E-7 


Modem Error Recovery 
(Part 6 of 6) 






PAGE E-9 


EQUALIZE THE 
REMOTE BOTH 
TRANSMIT AND 
RECEIVE 


es 
{ Run Tests 3 and 4 at local and remote. 

Se ee ee ee —1 You must use the meter readings at the 
:_ local and set the equalizer at the remote. 


CALL SERVICE 
REPRESENTATIVE 
RETURN TO NORMAL 

OPERATION 


IBM 2400/1200 bps Modem Equalization Procedure 


(Part 1 of 2) 


The channel distortions that can be compensated by equalization do not significantly 
affect 1200 bps speed on the integrated modem or the 3872. Therefore, successful opera- 
tion at 1200 bps indicates that equalization may allow successful 2400 bps operation. 
Failures at 1200 bps usually indicate a need for line maintenance by the common carrier. 
To adjust equalization, first establish the appropriate equalization setup (see diagram A 
or Ej ); then turn the Equalizer switch (see diagram - Appendix D) to each marked 
position successively, noting the meter readings at each position. For the best operation, 
select the position that has the lowest meter reading. Normal meter readings vary accord- 
ing to the distortion and incidence of noise on a particular channel. Use the meter reading 
during normal, satisfactory operation as a reference to identify abnormally high, trouble- 
some readings. If a change of equalization does not result in satisfactory operation, line 
maintenance is required and should be followed by reequalization. 


For a quick reference to modems and lines, make a chart similar to the one below. Refer 
to the control program generation for the line addresses. 


Modem Select switch Line Address (subchannel) 


A 
B 


Ly POINT-TO-POINT SETUP 


Set the Modem Select switch at the 3704 to the desired modem for equalization. 
LOCAL REMOTE 














(Transmits 
test pattern) 







TEST 4 


(Checks test 
pattern) 


After running the local on Test 4 and 
te ey remote on Test 3 reverse the setup. 







Note: The unit that is in Test 4 must make the equalizing adjustment on a point-to-point 
setup. 


ERROR RECOVERY PROCEDURES: E-9 


IBM 2400/1200 bps Modem Equalization Procedure 


(Part 2 of 2) 


E-10 


E} MULTIPOINT TRIBUTARY SETUP 


Receive Equalization for the Remote Modem 


Rotate the Modem Select switch to the desired modem for equalization. Transmit 
from the 3704 integrated modem (master) in Test 3 to the remote units set in Test 4. 
Adjust the receive equalizer in each remote modem. 










3704 MODEM 
(TEST 3) 


(Master) 







REMOTE REMOTE REMOTE 
MODEM A MODEM B MODEM C 
(TEST 4) (TEST 4) (TEST 4) 


(Tributary) (Tributary) (Tributary) 


Transmit Equalization for the Remote Modem 


Set the Modem Select switch to the desired modem for equalization. Transmit 
from one remote modem at a time to the master station and adjust the transmit 


equalizer at the remote modem. Use the Signal Quality Meter at the local modem 
(master). 


The meter readings for multipoint tributary transmit equalization must be obtained 
(by separate voice connection) from the operator at the controlling (master) station. 
There is no equalizer at the controlling (master) station; the adjustment must be 
made at the remote. The transmit and receive equalizers are at the remote stations. 












3704 MODEM 
(TEST 4) 


(Master) 

















REMOTE 
MODEM A 
(TEST 3) 


REMOTE 
MODEM B 
(TEST 3) 


REMOTE 
MODEM C 
(TEST 3) 


(Tributary) (Tributary) (Tributary) 


Flow Chart for 
Auto-Answer And Auto-Call 
Modem Tests 

(Part 1 of 2) 


START 
cr ; 
tCheck cables and switches on local 
| VISUAL CHECK R#rr rrr ott r ot ttt ctr +modem and call remote location to have 
loperator check the remote modem. 
L 











EP 
OR NCP 
RUNNING 





NO CALL SERVICE 
REPRESENTATIVE 


VARY LINE OFF LINE ~— eer rrr error ee ---- + Take the line to be tested off line. 


DIAL A LOCAL PHONE 
FROM HANDSET AT 


THE CONTROLLER 













LINE 


NO 
CONNECTION 
(RINGS) Call the common carrier to have the 
CALL CARRIER TO - -- -!local telephone loops and data coupler 
YES RUN THE CBS TEST | checked. 


PAGE E-15/€-16 


RUN PART 1 OF THE Sy 
AUTO-ANSWER TEST 


NO 
CBS TEST RUN CARRIER PROBLEM 


v4 


CALL CONTROLLER YES 


FROM LOCAL PHONE 


j ____! test then enter Modem Test 3 if the line 
RUN THE AUTO-CALL j sets have modems. Do not end the auto- 
TEST eal test before starting Test 3. 


t 
i 
| 
| 
| 
| 
| 
| 
| 
| PAGE E-17/E-18 C For auto-call line sets, enter the auto-call 
| 
| 
| 
| 
| 
E-12 
| 


| Part 1 of the auto-answer test initializes 
——j; the line so the controller can receive an 
incoming call. 


ERROR RECOVERY PROCEDURES: €E-11 


Flowchart for 
Auto-Answer and Auto-Call 
Modem Tests 

(Part 2 of 2) 


NO 


CALL APPROPRIATE 


SERVICE 
REPRESENTATIVE 





E-12 








LINE 
CONNECTION 
(ANSWERTONE) 


NO 







YES 


CALL REMOTE MODEM 
LOCATION FROM A 
LOCAL PHONE 





RINGS 
AND 
(ANSWERTONE) 





PAGE E-17/E-18 


RUN AUTO-—CALL TEST 





- 
1 Call the common carrier to have the 
r- local telephone loops and the CBS data 


CALL CARRIER TO 
RUN CBS TEST 


a: 


YES 


PAGE E-15/E-16 


RUN AUTO-ANSWER 
TEST 


[cou pler checked. 


aut CARRIER PROBLEM 


Flow Chart for 
Auto-Call (ACO) Tests 
(Part 1 of 2) 


START 


ENTER FROM E-11 OR E-12 


PAGE E-17/E-18 


RUN THE AUTO-CALL 
TEST, PART 1 


— we me ee me ee oe 








X‘FFFF’ 
DISPLAYED IN 
A AND B 


NO 


NO 


ACO NOT INSTALLED 


OR OFF LINE 






X’3F’ 
OR X‘34’ IN 
BYTE 1 DIS- 
PLAY B 







YES 


| MODEM PROBLEM 


NO 











X’FFFF’ 
IN DISPLAY 
A 


YES 


NO 


ACO TEST OK RETURN 
TO NORMAL 
OPERATION 


YES 


E-14 w 


” 
-” 
o- 








ACR BIT ON 


NO 


r Observe DISPLAY A and DISPLAY B. 

| If test does not go to completion, deter- 
) mine how far it proceeds by using this 
_ diagram. 


{ACO not installed or Busy (Data Set 


| Ready ON) 
| For dial line: Display !CW (Auto-call 
1 Test, part 2) 
24 Busy = Bits O and 2 on 
' 


Bits 1 and 5 off 
To be sure the subchannel is not ina 
' valid operation, display the CCB (page 
| 3.2) and look at the CCBCMD field 
Pa. (page C-3) bit 5 (command end). - If 
7 \ this bit is set, the subchannel is not in 
valid operation. 


YES 






NO 


MODEM PROBLEM 
WAIT UNTIL LINE 
FREE AND RE-RUN. 
i tf off line, correct and run ACO test. If 


| ACO installed and not off line, call ap- 
| propriate service representative. 


DATA TRANSFER 





YES 


| Display {CW (Auto-call Test, part 2) 
vc71 ACR = DISPLAY A, Byte 1, bit 0 on. 
“ - 


Run the ACO test again. If you re- 
turn here, you have a modem 
problem. 


YES 






r 
] 
1 

ena | 

tr 4 

1 bk 


RE-ENTER THE DIAL 


DIGIT NUMBERS WITH 
EON 





Busy = Bits O and 2 0n 
Bits 1 and 5 off 


NO 


REMOTE MODEM 
TERMINAL PROBLEM 


ERROR RECOVERY PROCEDURES: E-13 


Flow Chart for 
Auto-Call (ACO) Tests 
(Part 2 of 2) 


RUN AUTO-CALL TEST 


ON ANOTHER 
TERMINAL 





YES 


AUTO-CALL OK 
NO RETURN TO CALLER 
r ? 
Call the common carrier to have the 
| 
ryt ieee CARRIER —---1 local telephone loops and the CBS data 
! coupler checked. 


L 


NO 


COMMON CARRIER 
YES PROBLEM CALL 


SERVICE 
REPRESENTATIVE 





MODEM PROBLEM 
CALL SERVICE 


REPRESENTATIVE 





E-14 


Auto-Answer Test with EP 
(Line Sets 1P, 10, 8B, LIB 9) 


HEXADECIMAL Pat 
READOUT DISPLAYS Descriptions 
B D E 


FUNCTION SELECT 
Push Button 


PART 1: SET UP QO Subchannel | Press INTERRUPT Initializes the test. 
FUNCTION 5 Address Auto-answer 


FUNCTION 5 0 0 O |} Press INTERRUPT using buffer 0. 


PART 2: OBSERVATIONS Subchannel | Do not press ICW displayed 
FUNCTION 6 QO Address INTERRUPT 


See Note 1. 


PART 3: END OF TEST Ends auto-answer 
FUNCTION 5 Press INTERRUPT test. Return to 
flow chart. 





Note 1. The status of the data interface lines appears in DISPLAY A, Byte 1. Byte 1, bit 1 (Ring 
Indicator) should be on momentarily. Then Byte 1, bit 2 (Data Set Ready) should come on indicating 
that the call has been answered. If data follows, display the CCB or BCB for data information (see 
page 3-2). 


ERROR RECOVERY PROCEDURES: E-15 


Auto-Answer Test with NCP or NCP/PEP 
(Line Sets 1P, 10, 8B, LIB 9) 


When operating in a PEP environment, place the contro! panel in NCP mode (page 4-2). 


HEX ADECIMAL 
FUNCTION SELECT | READOUT DISPLAYS Descriptions 
Push Button B Cc D E 


PART 1: SET UP 


FUNCTION 2 2 NCP Line Address Press INTERRUPT Initializes the test. 
or 


2 —E EP Subchannel 
; Address 


FUNCTION 2 j Press INTERRUPT | Auto-answer test. 


PART 2: OBSERVATIONS 
See Note 1 ICW displayed. 


FUNCTION 2 Cc Oo Press INTERRUPT LTS field displayed. 
See Note 2 


PART 3: END OF TEST 


FUNCTION 2 Press INTERRUPT | Ends the Auto- 
answer Test. Return 


to flow chart. 





Note 1. The status of the data interface lines appears in DISPLAY B, Byte 1, Bit 1 (Ring Indicator) 
should be on momentarily. Then bit 2 (Data Set Ready) should come on indicating that the call has 


been answered. 
Note 2. This setting is the displacement.(X‘08’) into the Line Test Control Block to the buffer for 
receive data characters. 


Auto-Call (ACO) Test with EP 
(Line Set 10, LIB 9) 


The dial digits are manually entered to test the auto-call unit. By observing the displays, 
you can see the dialing sequence and the state of the data set leads. 


HEXADECIMAL 
READOUT DISPLAYS Descriptions 
B Cc D E 


FUNCTION SELECT 
Push Button 


PART 1: SET UP 
FUNCTION 5 O Subchannel Press INTERRUPT] Initializes the test. 
Address 


FUNCTION 5 0 0 Xx Press INTERRUPT| Loads the dial digit 
from DISPLAY E. 
See Note 1 


FUNCTION 5 Press INTERRUPT] Identifies the end 
of the dial digits 
in the buffer. 


FUNCTION 5 Press INTERRUPT] Performs auto-dial 


Operation. 
See Note 2 


PART 2: OBSERVATIONS 
FUNCTION 6 0 Subchannel Do not press The ICW is display- 
Address INTERRUPT. ed. 
Set the function 
and the sub- 
channel (auto- 
See Note 3 call address), 


PART 3: END OF TEST 


FUNCTION 5 QO Subchannel Press INTERRUPT] Ends the ACO Test. 
Address 





Note 1. X is the dial digit. Enter each dial digit in sequence and press INTERRUPT for each digit to 
be entered. In applicable cases enter SEP (X‘D’) characters in the dial sequence when needed for time- 
outs. If the auto-call unit is wired for End of Number (EON), enter the EON character (X‘C’) after the 
dial digits. A maximum of 15 characters and dial digits can be entered for this test. 


Note 2. DISPLAY E determines how many dial digits and characters are sent to the ACO. The value 
of Y has the following meanings: 

0-Send all digits and characters entered. 

1-Send the first dial digit entered then stop. 

2-Send the first two entries (two dial digits or one dial digit and the SEP character), then stop, 


etc: 


t 


9-Send the first nine entries then stop. 

Example: Enter 8 (SEP) 7654321 (EON). 
Set display E to 9. 
Result: Send 8 (SEP) 7654321 then stop without sending EON 
Display E values other than O result in Abandon Call and Retry. 


You can observe DISPLAY A and DISPLAY B to see the dialing sequence and to 
determine how far the test proceeds if it does not run to completion. 


Note 3. Observe the data set leads in DISPLAY A, Byte 1. If you are in the dial sequence, display 
the dial line; if in data, display the data line (page 3-2). 


ERROR RECOVERY PROCEDURES: E-17 


Auto-Call (ACO) Test with NCP or NCP/PEP 
(Line Set 10, LIB 9) 


The dial digits are manually entered to test the ACO unit. By observing the displays, you 
can see the dialing sequence and the state of the data set leads. 


When operating in a PEP environment, place the control panel in NCP mode (page 4-2). 


HEXADECIMAL 


PUNCTION SELECT READOUT DISPLAYS Descriptions 


Push Button B Cc D E 


PART 1: SET UP 
FUNCTION 2 2 NCP Line Address Press INTERRUPT | Initializes the test. 
or 
E EP Subchannel 
Address 
FUNCTION 2 7 Oo Xx Press INTERRUPT | Loads the dial digit 
See Note 1 from display E. 


FUNCTION 2 Press INTERRUPT] Identifies the end 
of the dial digits in 
the buffer. 


FUNCTION 2 Press INTERRUPT | Transmits the dial 
digits previously 
loaded to the auto- 

See Note 2 call unit. 


PART 2: OBSERVATIONS 
FUNCTION 2 , Do not press The ICW is display- 
INTERRUPT. ed. 
Set the function 
and the sub- 
See Note 3 channel address 


PART 3: END OF TEST 
FUNCTION 2 _| Press INTERRUPT | Ends the ACO test. 





Note 1, X is the dial digit. Enter each dial digit in sequence and press INTERRUPT for each digit to be 
entered. In applicable cases enter SEP (X‘D’) characters in the dial sequence when needed for time-outs. 
If the auto-call unit is wired for End of Number (EON), enter the EON character (X‘C’) after the dial 
digits. A maximum of 15 characters and dial digits can be entered for this test. 


Note 2. Display E determines how many dia! digits and characters are sent to the ACO. The value of Y 
has the following meanings: 

0-Send all digits and characters entered. 

1-Send the first dial digit entered then stop. 

2-Send the first two entries (two dial digits or one dial digit and the SEP character), then stop. 


etc: 


9-Send the first nine entries then stop. 
Example: Enter 8 (SEP) 7654321 (EON). 

Set display E to 9 

Result: Send 8 (SEP) 7654321 then stop without sending EON. 
Display E values other than O result in Abandon Call and Retry. You can observe DISPLAY A and 
DISPLAY B to see the dialing sequence and to determine how far the test proceeds if it does not 
run to completion. 


Note 3. Observe the auto-call interface lines in DISPLAY B, Byte 1. The LCD field in DISPLAY B, 
Byte O displays X’3’ (auto-call) when the auto-call interface lines are displayed in DISPLAY B, Byte 1. 


Modem Test 2 (Modem Wrap) with EP 
(Line Sets 1L, 1M, 
1P, 10, 8A, 8B, LIB 9) 


FUNCTION SELECT 


HE XADECIMAL 


READOUT DISPLAYS 
B C D E 


Push Button 


PART 1: SET UP 
FUNCTION 5 O Subchannel 
Address 

7 C/8/0* 


7. C/8/0* 


FUNCTION 5 0 
FUNCTION 5 0 


FUNCTION 5 


FUNCTION 5 


PART 2: OBSERVATIONS 


FUNCTION 6 Subchannel 


Address 


See Note 1 


Q Subchannel 
Address 


See Note 2 


FUNCTION 5 


PART 3: END OF TEST 
FUNCTION 5 O Subchannel 


Address 


Press INTERRUPT 


Press INTERRUPT 
Press INTERRUPT 


Press INTERRUPT 


Press INTERRUPT 


Do not press 
INTERRUPT. 
Set the function 
and the sub- 
channel address 
only 


Press INTERRUPT 


*For line sets 1L, 1M, 1P, and 10 set display E to: C for 2400 bps 
8 for 1200 bps 


For line sets 8A, 8B, LIB 9 set display E to O. 


Descriptions 


Initializes the test. 


Set mode test. 
Transmit initial 
(sends 
synchronization 
characters). 
Transmit test char- 
acter and repeat 
(transmits the char- 
acters in DISPLAYS 
D and E). 

Set receive 

state, PCF 7. 


ICW displayed 


Ends Test 2. 
Return to flow 
chart. 





Note 1. The ICW is displayed (page 3-2) in DISPLAY A. Observe Byte 1, bits 0, 2, and 3, These bits 
should be on; any one or all being off indicates a Test 2 failure. If a failure is indicated, skip to part 3 


and end the test. If no failure, go to the next step. 


Note 2. Observe the space counter in DISPLAY B, if it is incrementing, this is a Test 2 failure. Ifa 
failure is indicated, go to part 3 and end the test. If no failure is indicated, go to the next step. 


ERROR RECOVERY PROCEDURES: 


E-19 


Modem Test 2 (Modem Wrap) with NCP or NCP/PEP 
(Line Sets 1L, 1M, 1P, 10, 8A, 8B, 
10A, 1X, 1Y, LIB 9) 


When operating in a PEP environment, place the control panel in NCP mode (page 4-2). 


FUNCTION SELECT HEXADECIMAL Descriptions 
Push Button READOUT DISPLAYS 
B Cc D E 


PART 1: SET UP . 
FUNCTION 2 . er ene Press INTERRUPT | Initializes the test. 
2 E EP Subchannel 
Address 

FUNCTION 2 1 7 C/8/O* | Press INTERRUPT | Set mode test, 

FUNCTION 2 2 7 C/8/0* | Press INTERRUPT | Transmit Initial 
(sends synchroni- 
zation characters) 

FUNCTION 2 4/E** F Press INTERRUPT | Transmit Test char- 
acter and repeat 
(transmits the char- 
acter in DISPLAYS 
DandE 


FUNCTION 2 Press INTERRUPT |} Sets the receive 
state. 


PART 2: OBSERVATIONS : 
FUNCTION 2 _| Do not press ICW displayed 
INTERRUPT. 


See Note 1. 


FUNCTION 2 Cc 1 Press INTERRUPT 
See Note 2. 


PART 3: END OF TEST 

FUNCTION 2 Press INTERRUPT | Ends Test 2. 
Return to flow 
chart. 





*For line sets 1L, 1M, 1P, and 1Q set display E to: C for 2400 bps 
8 for 1200 bps 


For line sets 8A, 8B, LIB 9 set display E to 0. 
**Set switch C to: E for SDLC operation 
4 for non-SDLC operation 
Note 1. The ICW is displayed (page 4-3) in DISPLAY B. Observe Byte 1, bits 0, 2, and 3. These 
bits should be on; any one or all being off indicates a Test 2 failure. If a failure is indicated, skip to 
part 3 and end the test. If no failure, go to the next step. 


Note 2. This setting is the displacement (X‘18’) into the Line Test Contro! Block to the counter for 
non-X‘FF' data characters when receiving. Observe the space counter in DISPLAY A, Bytes 0 and 1. 

If the counter is incrementing, Test 2 has failed and equalization (page E-9) is required for the remote. 
Call the Service Representative. If the counter is not incrementing, Test 2 ran successfully. 


E-20 


Modem Test 3 (Transmit All Marks) 
with EP (Line Sets 1L, 1M, 1P, 10, 
8A, 8B, LIB 9) 


For line sets with auto-call and/or auto-answer, use the auto-call (page E-17) or auto-answer 
(page E-15) test to establish the line connection. Do not end the test. Following the line 
connection, start Test 3 at the set mode test for line sets 1P and 10 and at the transmit 
initial test for line set 8B and LIB 9. 


This test may be used on external modems if the proper set mode information is supplied 
in the second step of part 1. The set mode information can be determined by displaying the 
CCBSTMOD field in the CCB (page 3-2). 


When using this test, place the remote in Test 4. The term remote is used for the modem 
at the other end of the line. 


HEXADECIMAL 


FUNCTION SELECT | READOUT DISPLAYS Descriptions 


Push Button B Cc D E 


PART 1: SET UP 
FUNCTION 5 QO Subchannel Press INTERRUPT | Initializes the test. 
Address 


FUNCTION 5** 0 O | Press INTERRUPT | Set mode test. 


FUNCTION 5 3 C/8* | Press INTERRUPT | Set mode test. 


FUNCTION 5 X X | Press INTERRUPT | Transmit initial 
(sends synchroni- 
zation characters) 


FUNCTION 5 (omit for Press INTERRUPT } Transmit test char- 

start-stop terminals) acter and repeat 
(transmits all 
marks) 


PART 2: OBSERVATIONS 
FUNCTION 6 O Subchannel Do not press ICW displayed 
Address INTERRUPT 


See Note 1. 


PART 3: END OF TEST 

FUNCTION 5 Press INTERRUPT | Ends Test 3. 
Return to flow 
chart, 





*Set display E to: C for 2400 bps. 
8 for 1200 bps. 


These settings do not set the diagnostic wrap bit. 


**Set displays B and C to 20 for line sets 8A and 8B, and LIB 9. Set displays B and C to 30 for line 
sets 1L, 1M, 1P, and 10. 


Note 1. DISPLAY B, Byte 1, bits 0 and 2 should be on; if either bit is off, a local modem faiture is 
indicated. (Bit O = clear to send, bit 2 = data set ready.) If both bits are on, go to the next step to 
end the test. 


ERROR RECOVERY PROCEDURES: E-21 


Modem Test 3 (Transmit All Marks) 
with NCP or NCP/PEP 

(Line Sets 1L, 1M, 1P, 10, 1X, 1Y, 
8A, 8B, 10A, and LIB 9.) 


E-22 


For line sets with auto-call and/or auto-answer, use the auto-call or auto-answer test to 
establish the line connection. Do not end the test. Following the line connection, start 
Test 3 at the set mode test for line sets 1P and 1Q, and at the transmit initial test for line 
sets 8B and LIB 9. 


This test may also be used on external modems if the proper set mode information is 
supplied in the second step of part 1. The set mode information can be determined by 
displaying the LTSMSDF field in the LTS (page C-7). 


When using this test, place the remote in Test 4. The term remote is used for the modem 
at the other end of the line. 


When operating in a PEP environment, place the control panel in NCP mode (page 4-2). 


HEXADECIMAL 
READOUT DISPLAYS 
B Cc D E 


FUNCTION SELECT 


D ws Sy 
Push Button escriptions 


PART 1: SET UP 


FUNCTION 2 2 NCP Line Address Press INTERRUPT | Initializes the test. 
or 
E EP Subchannel 


Address 


FUNCTION 2** 


FUNCTION 2 
FUNCTION 2 


FUNCTION 2 (omit for 


start-stop terminals) 


PART 2: OBSERVATIONS 


FUNCTION 2 


PART 3: END TEST 


FUNCTION 2 


0 


4/E*** F 


See Note 1 


*Set display E to: C for 2400 bps. 
8 for 1200 bps. 


' These settings do not set the diagnostic wrap bit. 


**Set displays B and C to 40 for line sets 8A, 8B, 10A, and LIB 9. Set displays B and C to 41 for line 
sets 1L, 1M, 1P, 10, 1X, and 1Y. 


***Set display C to: E for SDLC operation 
4 for non - SDLC operation. 


Note 1. DISPLAY B, Byte 1, bits O and 2 should be on; if either bit is off, a local modem failure is 
indicated. (Bit O = clear to send, bit 2 = data set ready.) If both bits are on, go to the next step to 


end the test. 


Press INTERRUPT 
Press INTERRUPT 
Press INTERRUPT 


Press INTERRUPT 


Do not press 
INTERRUPT 


Press INTERRUPT 


Set mode test. 


Set mode test. 
Transmit initial 
(sends synchroni- 
zation characters). 
Transmit test char- 
acter and repeat 
(transmits all 
marks), 


ICW displayed 


Ends Test 3. 
Return to flow 
chart, 





Modem Test 4 (Receive All Marks) 


with EP 
(Line Sets 1L, 1M, 1P, 10, 8A, 
8B, LIB 9) 


HEXADECIMAL 
READOUT DISPLAYS 
B Cc D E 


FUNCTION SELECT 
Push Button 


PART 1: SET UP 
FUNCTION 5 O Subchannel 


Address 


FUNCTION 5** 


FUNCTION 5 
FUNCTION 5 


FUNCTION 5 


PART 2: OBSERVATIONS 
FUNCTION 6 QO Subchannel 


Address 
See Note 1 


FUNCTION 5 QO Subchannel 


Address 


FUNCTION 5 See Note 2 


PART 3: END OF TEST 
FUNCTION 5 


*Set display E to: C for 2400 bps. 
8 for 1200 bps. 


These settings do not set the diagnostic wrap bit. 


Press INTERRUPT 


Press INTERRUPT 


Press INTERRUPT 


Press INTERRUPT 


Press INTERRUPT 


Do not press 
INTERRUPT 


Press INTERRUPT 





For switched line sets, use the auto-call or auto-answer test to establish the line connection. 
Do not end the test. Following the line connection, start Test 4 at the set mode test for 
line sets 1P, and 10 and at the transmit initial test for line sets 8B and LIB 9. 


This test may also be used on external modems if the proper set mode information is supplied 
in the second step of part 1. The set mode information can be determined displaying the 
CCBSTMOD field in the CCB (page 3-2). 


When using this test, place the remote in Test 4. The term remote is used for the modem at 
the other end of the line. 


Descriptions 


Initializes the test. 


Set mode test. 


Set mode test. 
Transmit initial 
(sends synchroni- 
zation characters). 
Transmit Buffer O 
and receive (receive 
all marks). 


{CW displayed. 


Ends Test 4. 
Return to flow 
chart. 


**Set displays B and C to 20 for line set 8A, 8B and LIB 9. Set displays B and C to 30 for line sets 1L, 


1M, 1P, and 10. 


*Set switch E to: C for 2400 bps. 
8 for 1200 bps. 


These settings do not set the diagnostic wrap bit. 


Note 1. The data set leads in DISPLAY A, Byte 1, bits 2 and 3 should be on; if either or both are off, © . 


this indicates a Test 4 failure. (Bit 2 = data set ready, bit 3 = receive line signal detected.) If the 
failure indication is Byte 1, bit 2, end Test 4 and restart at Test 2, If you return to this point, you 
have a local modem problem. If the failure is Byte 1, bit 3, recheck both local and remote modem 
cables and run Test 1 for external and remote modems or Test 2 for integrated modems; if they run 
successfully you probably have a common carrier problem and should end Test 4. If both bits are on 


go on to the next step. 


Note 2. Display the space counter in DISPLAY B, Byte 1; if the counter is incrementing, this is a 
failure and you should equalize the remote modem (leased lines) (page E-9). If the space counter is 


not incrementing, Test 4 has run successfully. 


ERROR RECOVERY PROCEDURES: 


E-23 


Modem Test 4 (Receive All Marks) 
with NCP or NCP/PEP 

(Line Sets 1L, 1M, 1P, 10, 1X, 1Y, 
8A, 8B, 10A, LIB 9). 


E-24 


For line sets with auto-call and/or auto-answer, use the auto-call or auto-answer test to 
establish the line connection. Do not end the test. Following the line connection, start 
Test 4 at the set mode test for line sets 1P and 10, and at the transmit initial test for line 
set 8B and LIB 9. 


This test may also be used on external modems if the proper set mode information is supplied 
in the second step of part 1. The set mode information can be determined by displaying the 
LTSMSDF field in the LTS (page C-7) 


When using this test, place the remote in Test 3. The term remote is used for the modem at 
the other end of the line. 


When operating in a PEP environment, place the control panel in NCP mode (page 4-2) 


HEXADECIMAL 
READOUT DISPLAYS 
B Cc D E 


FUNCTION SELECT 


Descriptions 
Push Button P 


PART 1: SET UP 
FUNCTION 2 2 NCP Line Address** 
: 2 E EP Subchannel 


Address 


Press INTERRUPT | Initializes the test. 


FUNCTION 2*** 


FUNCTION 2 
FUNCTION 2 


4 
or 
4 
4 


Press INTERRUPT 


Press INTERRUPT 
Press INTERRUPT 


Set mode test. 


Set mode test. 
Transmit initial 





(sends synchroni- 
zation characters) 
Transmits test char- 
acter and turns to 
receive 


FUNCTION 2 Press INTERRUPT 


PART 2: OBSERVATIONS 
FUNCTION 2 Do not press 


INTERRUPT 
Press INTERRUPT 


ICW displayed 
See Note 1. 


Cc A 
See Note 2 


FUNCTION 2 LTS field displayed. 


PART 3: END OF TEST 


FUNCTION 2 


Press INTERRUPT | Ends Test 4. 


Return to flow 
chart. 


*Set DISPLAY E to: .C for 2400 bps. 
.8 for 1200 bps. 


These settings do not set the diagnostic wrap bit. 
**For duplex line sets 1X and 1Y set displays C, D, and E to the NCP transmit line address. 


***Set displays B and C to 40 for line sets 8A, 8B, 10A, and LIB 9. Set B and C to 41 for line sets 1L, 
1M, 17P, 10, 1X, and 1Y. 
Note 1. The data set leads displayed in DISPLAY B, Byte 1, bits 2 and 3 should be on; if either or 
both are off, this indicates a Test 4 failure. (Bit 2 = data set ready, bit 3 = receive line signal detected.) 
If the failure indication is Byte 1, bit 2, end Test 4 and restart at Test 2. If you return to this point, 
you have a local modem problem. I{f the failure is Byte 1, bit 3, recheck both local and remote modem 
cables and run Test 1 for external and remote modems or Test 2 for integrated modems; if they run 
successfully, you probably have a common carrier problem and should end Test 4. If both bits are on, 
go on to the next step. 


Note 2. This setting is the displacement (X‘18’) into the Line Test Control Block to the counter for 
non-X'‘FF‘ data characters when receiving. Observe the space counter in DISPLAY A Bytes 0 and 1. 
lf the counter is incrementing, Test 4 has failed and equalization (page E-9) is required for the remote 
modem (leased lines). If the counter is not incrementing, Test 4 ran successfully. 


Glossary 


disabled. Pertaining to a state of the central processing unit that prevents the occurrence 
of certain types of interruptions. 


dynamic display. In the communications controllers, a representation of data in DIS- 
PLAY A and DISPLAY B that is continuously updated by the control program. 


enabled. Pertaining to a state of the central processing unit that allows the occurrence of 
certain types of interruptions. 


equalization. Compensation for the attenuation (signal loss) increase with frequency. 


external modem. A modem that is powered independently and connected to a data 
processing machine or terminal by cables. 


ICW (Interface Control Word). The communications link for a line between the 3704. 
control program and the line interface hardware. 


integrated modem. A modem unit that is built inside the 3704. 


longitudinal redundancy check. A system of error control based on the formation of a 
block check following preset rules. 


modem. A device that modulates and demodulates signals transmitted over communica- 
tion facilities. 


program-dependent function. A function that is controlled by program code. 


program-independent function. A function that does not require program code in order 
to be executed. ; >. . 
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Index 


access method support 1-1 
activating/deactivating the control panel 2-8 
activating the line trace 

EP 3-7 

NCP/PEP 4-16 
activating/deactivating the line trace 4-18 
addressing 

set address or display for registers 2-25 

set address or display for storage 2-27 

address compare 

load address compare 2-30 

store address compare 2-29 
address trace facility (NCP) 4-10 
advanced contro! panel procedures 

(see control panel procedures) 
aids for reading the display lights C-1 
allow additional register range bit 4-7 
auto-answer test 

EP E-15 

NCP £E-16 
auto-answer and auto-call tests 

flow chart for auto-answer and auto-call 

modem tests E-11 
auto-call test 

EP E-17 

NCP E-18 
auto-shutdown 

network shutdown 4-8 


basic control panel procedures 
(see control panel procedures) 
BCB display 
(see displays) 
BCB layout 
type 1 scanner bit control block (EP) C-2 


CCB display 
(see displays) 
CCB layout C-3 
CCU check 
bypassing 5-2 
resetting a CCU check 2-19 
types of B-1 
CCU CHECK light 5-1 
CCU CHECK RESET push button 5-1 
changing levels being traced (local only) 3-8 
channel end/device end 
generating channel end/device end (EP) (local only) 3-6 
channel interface . 
enabling/disabling the channel interface 
(local only) 2-9 
CHANNEL INTERFACE push buttons (local only) 5-1 


character control block (CCB) C-3 
character entry 
single digit mode 2-23 
serial ditit mode 2-24 
check lights (functions) 
DISPLAY A B-1 
DISPLAY B B-1 
control panel 
activating/deactivating the control panel 2-8 
description 5-1 
diagram D-1 
setting the control panel mode with PEP 4-2 
control panel procedures 
program - independent 2-1 
advanced 2-21 
basic 2-3 
EP 3-1 
NCP 4-1 
control program 
EP 3-1 . 
initial program load 2-10 
NCP 4-1 
conversion table C-1 


deactivating the line trace (local only) 
activating/deactivating the line trace 
EP 3-9 
NCP/PEP 4-17 
DIAGNOSTIC CONTROL push buttons 5-2 
disabling the channel interface 2-9 
DISPLAY A 
check lights B-1 
function 5-2 
status lights B-1 
DISPLAY B 
check lights B-1 
function 5-2 
status lights B-1 
DISPLAY SELECT CONTROL push buttons 5-3 
displays 
BCB (EP) (dynamic) (local only) 3-2 
CCB (EP) (dynamic) (local only) 3-2 
display registers 1 and 2 (program display) 2-34 | 
ICW (EP) (dynamic) (local only) 3-2 
ICW (NCP) (dynamic) 4-3 
Operation (OP) Register 2-31 
registers 2-25 
registers (NCP) (dynamic) 4-4 
status 2-18 
storage 2-27 : 
storage (EP) (dynamic) (local only) 3-5 
storage (NCP) (dynamic) 4-6 
Storage Address Register (SAR) 2-31 
display lights 
aids for reading the display lights C-1 
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displaying 3704 status 2-18 
displaying display registers 1 and 2 (program display) 2-34 
displaying the Storage Address Register (SAR) and the 
Operation (OP) Register 2-31 
dynamic displays 
definition of G-1 
(see also displays) 
dynamic display of an ICW (NCP) 4-3 
dynamic display of an ICW, CCB, or BCB (EP) 
(local only) 3-2 
dynamic display of registers (NCP) 4-5 
dynamic display of storage 
EP (local only) 3-5 
NCP 4-6 


Emulation Program (EP) 
function 1-1 
(see also control panel procedures) 
enabling/disabling the channel interface (local only) 2-9 
equalization E-9 
error recovery checklist E-2 
error recovery procedures E-1 


flow chart for auto-call test E-13 
flow chart for auto-answer and auto-call modem tests E-11 
FUNCTION SELECT push buttons 5-3 


generating channel end/device end (EP) (local only) 3-6 


HARD STOP light 5-5 

HEXADECIMAL DISPLAY CONTROL push buttons 5-5 
HEXADECIMAL KEYBOARD 5-5 

Hexadecimal Readout Displays 5-6 


IBM 2701 Data Adapter Unit 1-1 
IBM 2702 Transmission Control Unit 
IBM 2703 Transmission Control Unit 
ICW display 

(see displays) 
initial program load (IPL) 

local 2-10 

remote 2-12 
initial test 

with IPL 2-10 
instruction step 2-22 
INTERRUPT push button 5-6 


1-1 
1-1 


lamp test 2-16 
LAMP TEST push button 5-6 
light emitting diode 
replacing a light emitting diode 2-17 
line test contro! block (LTS) 
NCP 1 and NCP 2 C-5 
NCP 3 C-6 


X-2 


line test function (panel test) 
EP 3-10 
NCP: 4-19 
line trace (EP) (local only) 
activating the line trace 3-7 
changing levels being traced 3-8 
deactivating the line trace 3-9 
line trace (NCP/PEP) (Local only) 
activating the line trace 4-16 
activating/deactivating the line trace 4-18 
deactivating the line trace 4-17 
LOAD push button 5-6 
load address compare 2-30 
LOAD ADDRESS COMPARE push button 5-7 
loader program 2-10 
loading the control program 
(see initial program load) 
LOCAL POWER push button (local only) 5-7 


MODE SELECT push buttons 5-7 
modem error recovery E-3 
modem equalization E-9 
modem test 2 

EP E-19 

NCP E-20 
modem test 3 

EP E-21 

NCP E-22 
modem test 4 

EP E-23 

NCP E-24 
modem wrap 

(see modem test 2) 


Network Control Program (NCP) 
function of 1-1 
(see also control panel procedures) 

network shutdown 4-8 


Operation (OP) Register display. 2-31 


PANEL ON/OFF push button 5-7 
panel test 
(see line test function) 
power check (resetting) 2-7 
POWER CHECK light 5-7 
power off 2-6 
POWER OFF push button 5-8 
power on 2-5 
POWER ON push button 5-8 
preparing the 3704 2-4 
PROGRAM DISPLAY light 5-8 
program-independent control pane! procedures 
(see control panel procedures) 
PROGRAM STOP light 5-8 


receive all marks 

(see modem test 4) 
register 

address A-1 

storing data in a register 

(see also displays) 
REMOTE POWER push button (local only) 5-8 
replacing a light emitting diode 2-13 
RESET push button 5-8 
resetting a CCU check 2-19 
resetting a power check 2-7 


serial digit mode 

(see character entry) 
SET ADDRESS/DISPLAY push button 5-9 
set address or display for registers 2-25 
set address or display for storage 2-27 
setting the control panel mode with PEP 4-2 
single digit mode 

(see character entry) 
START push button 5-9 
status lights 

DISPLAY A B-1 

DISPLAY B_ B-1 

displaying 3704 status 2-18 
STOP push button 5-9 


STOP push button 5-9 

STORAGE ADDRESS DATA push buttons 5-6 
storage scan 2-33 

storage test pattern 2-32 

store address compare 2-29 

STORE ADDRESS COMPARE push button 5-10 
STORE push button 5-9 

storing data in aregister 2-21 

storing data in a storage location 2-28 


TEST light 
thermal check 
resetting a power check 2-7 
THERMAL CHECK light 5-10 
trace, address (NCP) 4-10 
trace, line (EP) (local only) 
(see line trace) 
trace, line (NCP/PEP) (Local only) 
(see line trace) 
transmit all marks 
(see modem test 3) 
turning power off 2-6 
turning power on 2-5 
type 1 scanner bit control block C-2 


WAIT light 5-10 
wrap test 
(see modem test 2) 
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Your views about this publication may help improve its usefulness; this form 
will be sent to the author's department for appropriate action. Using this 


form to request system assistance or additional publications will delay response, 
however. For more direct handling of such request, please contact your 
IBM representative or the IBM Branch Office serving your locality. 


Possible topics for comment are: 


Clarity Accuracy Completeness Organization Index Figures Examples Legibility 


Please indicate in the space below if you wish a reply. 


Thank you for your cooperation. No postage stamp necessary if mailed in the U.S.A. (Elsewhere, an IBM office 
or representative will be happy to forward your comments.) 


GA27-3086-1 


Your comments, please 


This manual is part of a library that serves as a reference source for systems analysts, 
programmers, and operators of IBM systems. Your comments on the other side of this 
form will be carefully reviewed by the persons responsible for writing and publishing 
this material. All comments and suggestions become the property of IBM. 
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